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REPORT OF "TAR", NICOTINE AND CARBON MONOXIDE 
OF THE SMOKE OF 207 VARIETIES 
OF DOMESTIC CIGARETTES 


JANUARY 1985 


The Federal Trade Commission's Laboratory has determined the 
"tar" (dry particulate matter), total alkaloid (reported as nicotine) 
and carbon monoxide content of 207 varieties of cigarettes. The 
laboratory utilized the Cambridge filter method with the following 
specifications as set forth in the Commission's announcement 
July 31, 1967 and July 10, 1980: 

1. Smoke cigarettes to a 23mm. butt length, 

or to the length of the filter and overwrap 
plus 3nun. if in excess of 23mm. 

2. Base results on a test of approximately. 

90 cigarettes per brand, or type. 

3. Cigarettes to be tested will be selected 
on a random basis, as opposed to 
"weight selection". 

4. Determine particulate matter on a "dry" 
basis employing the gas chromatography 
method published by C.H. Sloan and B.J. 

Sublett in Tobacco Science 9, page 70, 

1965, as modified by F.J. Schlutz* and 
A.W, Spears' report published in Tobacco, 
vol. 162, no. 24, page 32, date June 17, 

1966, to determine the moisture content. 

5. Determine and report "tar" content after 
subtracting moisture and alkaloids (as 
nicotine) from particulate matter. 

6. Carbon monoxide is determined by non¬ 
dispersal infrared spectrophotometer. 

Concerning the 207 varieties tested, 15 were capable of being 
smoked to 23mm. The butt length of the other 192 varieties tested 
ranged from 24.6mm. to an average of between 43.0 to 44.1mm. The 
butt length of 165 of the 207 varieties tested exceeded 30mm. 
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The samples used were obtained by attempting to purchase two 
packages of each variety of ci garet tes as distr-i-buted by— domest ic 
cigarette manufacturers during October 1983 to January 1984yin each 
of 50 geographic locations throughout the country'. K5t all varieties 
were available in each of the 50 geographic locations and in these 
instances, one or more additional packages of cigarettes were pur¬ 
chased in those geographic locations where respective varieties 
were available. The samples utilized in the tests were repre¬ 
sentative of the 207 varieties of cigarettes as available throughout 
the country at the time of purchase. 

In the table listing the cigarette varieties in alphabetical 
order "tar" and carbon‘monoxide content is reported to the nearest 
0.1 milligram and the nicotine to the nearest 0.01 milligram, each 
with appropriate statistical values. The average weight is reported 
in grams per cigarette and the butt length range to the nearest 
0.1 millimeter. In all other tables the average weight and butt 
length columns and the figures representing the standard deviation 
of the mean have been eliminated. The "tar" and carbon monoxide 
figures have been rounded to the nearest milligram (0.5 milligrams 
and greater rounded up, 0.4 milligrams and less rounded down) and ■ 
the nicotine figures have been rounded to the nearest tenth of a 
milligram (0.05 milligrams and greater rounded up, 0.04 milligrams 
and less rounded down). Three tables respectively list varieties 
in increasing order of "tar" values, in increasing order of nicotine 
values and in increasing order of carbon monoxide values. Accord¬ 
ingly, "tar", nicotine and carbon monoxide figures in the tables 
represent rounded off averages without indication of their 
precision. 

It should be noted that cigarette brands with assay results 
for "tar" and carbon monoxide below 0.5 mg. per cigarette and for 
nicotine below 0.05 mg. per cigarette are recorded in the accompany¬ 
ing tables with asterisks (*) indicating that they are below 0.5 mg. 
"tar", 0.05 mg. nicotine and 0.5 mg. carbon monoxide. The tables 
do not differentiate and no ranking is intended between these 
cigarettes because the current, approved testing methodology is not 
sensitive enough to differentiate between cigarettes at these levels. 

On April 13, 1983, the Commission announced its determination 
that its present testing methodology for "tar", nicotine and carbon 
monoxide does not measure accurately Brown & Williamson's Barclay 
cigarettes and in fact understates the measured deliveries of these 
products. Therefore, it announced that until it adopts a new test¬ 
ing methodology that is able to measure Barclay cigarettes, future 
FTC Tar, Nicotine S, Carbon Monoxide Reports will not include test 
results for Barclay cigarettes. As a result, no test results for 
Barclay cigarettes are included within this report. At that same 
time the Commission also found that there was significant likeli¬ 
hood that the sam.e problem (namely, an inaccurate reporting of r.he 
"tar", nicotine and CO delivery) existed with respect to Kool Ultra 
and Kool Ultra 100's, two other brands of cigarettes manufactured 
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by Brown & Williamson. However, the Commission has not yet reached 
any conclusion whether Kool Ultra and Kool Ultra 100's are ranked 
inappropriately. Therefore, two asterisks (**) have been appended 
to Kool Ultra and Kool Ultra 100's in this report to indicate this 
continuing controversy. 
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TAR NICOTINE ANO CARSON MONOXIDE CONTENT 
OF TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


BRAND 

TVPE 

LNGTH 

TESTED 1 

CODE 

TESTO 


'T 


ALPINE ' 



F | 

SP, 

M 

65 mm 

BELAIR . 



F | 

SP, 

M 

B5MM 

BELAIR 100 



F: 

SP; 

M 

I00MM 

BENSON A HEDGES 



R; 

F; HP 

70 MM 

BENSON A HEDGES 



F; 

HP 


85MM 

BENSON A HEDGES 

100 


F , 

HP 


tOOMM 

BENSON A HEDGES 

too 


F , 

HP J 

M 

tOOMM 

BENSON A HEDGES 

100 


F. 

SP 


tOOMM 

BENSON A HEDGES 

too 


F , 

SPj 

M 

tOOMM 

BENSON A HEDGES 

LIGHTS 

too 

f : 

SP 


tOOMM 

BENSON A HEDGES 

LIGHTS 

too 

F; 

SP; 

M 

tOOMM 

BENSON A HEDGES 

ULTRA 

LIGHTS 

F S 

HP 


•tOOMM 

BENSON A HEDGES 

ULTRA 

LIGHTS 

F : 

HP| 

M 

100MM 

OR J GHT , 



F S 

SP; 

M 

85MM 

BRIGHT 100 



F i 

SP; 

M 

IOOMM 

bull Durham 



F 5 

SP 


B5MM 

CAMBRIDGE 



F i 

HP 


B5MM 

Cambridge 



F, 

SP 


S5MM 

Cambridge iOO 



Ft 

SP 


tOOMM 

CAMEL 



Hi 

NF, 

SP 

70MM 

Camel 



F t 

HP 


SOMM 

CAMEL 



F j 

SP 


65mm 

CAMEL LIGHTS 



F j 

HP 


60MM 

Camel lights 



F: 

SP 


65MM 

CAMEL LIGHTS 10D 


Fj 

SP 


IOOMM 

Carlton 



F, 

HP 


65MM 

CARLTON 



Fj 

SP 


85mm 

Carlton 



F , 

SP, 

M 

G 5MM 

Carlton too 



F j 

HP 


tOOMM 

caaltdk too 



F ; 

HP t 

N 

tOOMM 

Carlton too 



F t 

SP 


IOOMM 

CARLTON 100 



. F i 

SP: 

M 

IOOMM 

Carlton 120 



F, 

SP 


t?OMM 

Carlton t2o 



F i 

SP; 

M 

120MM 

CENTURY 



F 1 

SP 


85MM 

CENTURY lights 



F j 

SP 


05MM 

CHESTERFIELD 



R t 

NF, 

SP 

* 70MM 

CHESTERFI ElD 



NF 

t SP 


GSMM 

DORADO 



F , 

SP 


BGMM 

DOAAl II 



F j 

SP 


8 5 MM 

EjORal II 



F , 

SP, 

M 

65MM 

English ovals 



R t 

NF, 

HP 

70MM 

ENGLISH OVALS 



NF t HP 


6 5 MM 

EvE lights too 



F, 

HP 


IOOMM 

EVE LIGHTS 100 



Ft 

HP, 

M 

IOOMM 

EVE LIGHTS 120 



Ft 

HP 


I20MM 


AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

WEIGHT 

LENGTH 

DRY 

CONTENT 

MONOXIDE 

0.9862 

28.0-31.OMM 

15.6+0.4 

0.95+0.03 

14.2+0.5 

0.9046 

32.4-34.7MM 

10.0+0.3 

0.74+0.02 

9.5+0.4 

1.0729 

38.2-40.1MM 

8. 0+0.3 

0.81+0.02 

7.5+0.4 

0.9642 

3l.3-35.2MM 

1.2+0.1 

0.07+0.01 

1.5+0.2 

t.0027 

32.2-33.4MM 

14.6+0.3 

1.10+0.03 

11.5+0.6 

1.1087 

34.2-35.8MM 

15.8+0.4 

1.02+0.02 

14.7+0,6 

1.1226 

34.2-35.7mm 

16.1+0.4 

1.01+0.03 

14.5+0.4 

t.1234 

36.8-37.0mm 

15.9+Q.3 

1.03+0.02 

14.9+0.5 

I. 1256 

34.1-35.9MM 

15.7+0.3 

1.04*0.03 

15.1+0.4 

t.1040 

37.6-40.8MM 

10.1+0.3 

0.73+0.03 

. 11.2+0.4 

1.11B0 

36.1-39.BMM 

9.8+0.2 

0.70+0.02 

10.1+0.3 

0.9846 

36.0-40.6MM 

5.0+0.3 

0.40+0,02 

5.2+0.4 

t.0103 

38.2-40.OMM 

5,2+0.2 

0.42+0.01 

5.3+0.3 

0.8858 

34.1-35.7MM 

6.1+0.3 

0.52+0.02 

.. 7.1*0.4 

1 .0768 

39.1-40.OMM 

6.0+0.3 

0.52*0.02 

7.4+0.5 

t.1971 

25.6-28.9MM 

27.7+0.4 

1.63*0.05 

23.0+0.5 

0.B67B 

36.2-39.7MM 

* 

* 

* 

0.8415 

34.6-36.OMM 

0.8+0.1 

0,08+0.01 

1.0+0.2 

0.9B02 

38.7-40.IMM 

4.7+0.2 

0.44+0.02 

5.5+0.3 

0.6360 

23.OMM 

21.2*0.5 

1.40+0.04 

12.9+0.4 

0.9016 

25.7-26.8MM 

16.1+0.3 

1 .08+0.03 

14.6+0.4 

0.9554 

27.3-29.2MM 

15.6+0.3 

1.07+0.03 

14.3+0.3 

0.9260 

28.5-31.OMM 

8.B+0.3 

0.69+0.04 

8.4+0.5 

0.9577 

32,5-34,7MM 

a.3+0.3 

0.66+0.02 

10.1+0.4 

1.1193 

36.2-38.IMM 

11.5+0.4 

0.83+0.03 

13.7+0.5 

0.8333 

37,0-41.4MM 

* 

* 

* 

0.7767 

33,0-35 .IMM 

1 .3+0.1 

0.11+0.01 

1.6+0.2 

0.7740 

32.O-34.0MM 

0.8+0.1 

0.07*0.01 

0.9+0.1 

0.9085 

37.1-3B.IMM 

0.6-0.1 

0.05*0.01 

★ 

0.8946 

37.9-38.2MM 

★ 

* 

* 

0.9260 

33.8-36.9MM 

4.6+0.2 

0.40*0.02 

5.8+0.4 

0.9209 

33.9-36.BMW 

4.7+0.3 

0.41+0.02 

5.7+0.5 

0,9785 

36.1-39.OMM 

6.8+0.4 

0.59+0.02 

5.1*0.4 

0.9767 

36.7-39.5MM 

7. 1 + 0.3 

0.62*0.02 

5.3+0.4 

0.8623 

29.7-30.BMM 

14.2+0.4 

0.94*0.03 

15.9+0.5 

0.9109 

33.B-34.3MM 

9, 1+0.3 

0,69+0.02 

10.B+O.2 

0.8504 

23.OMM 

16.9+0.3 

1,22+0.03 

11.0+0.3 

t.0193 

23.OMM 

22.2+0.5 

1.52+0.05 

12,6+0.4 

0.8060 

32.6-33.6MM 

12.8+0.3 

0.90+0.03 

11.8+0.4 

1.0519 

36.2-37.9MM 

4.2-0.3 

0.38+0.02 

3.0+0,3 

1.0415 

36.5-38.3MM 

4.3+0.3 

0.38+0.02 

3.1+0.3 

0.9265 

23. OMM 

23.1+0.5 

1.75*0.05 

11.0+0.4 

1.1299 

23.OMM 

28.D+0.4 

2.10+0.06 

14.0+0,3 

0.8179 

37.2-38.9MM 

12.0+0.2 

0.93+0.02 

9. 6+0.3 

0.6257 

37.B-38.6MM 

12.0+0.3 

0.94+0.03 

9.8+0.4 

0.9688 

37.1-39.2MM 

14.1+0.4 

1.08+0.02 

11.2+0,6 


1 F-fliter: FF-rcrr-fliter: HH«nthol| R-regular; HP-baid pack; SP-aoft padtj mmlllimstar. 

2 Avwr*je weight reported in grama per cigarette. 

i turvKi mal In butt i^fwth because of variance of ovarwrap. 

4 vm dry (tar) - milligram* total particulate matter leu nicotir* Art! water per cigarette. 

5 id uI alkaloid* reported as nicotine milligrams per cigarette. 

6 Carton PErtotida reported aa milligrams per cigarette. 

♦ TDlnrAira »tr*m is twice the standard {Inflation. 

• Below tie sensitivity of the notltxi, 

»» ixmt stoUitHit in tsstt conoaming Kool Ultra brands. 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAR NICOTINE AND CARBON MONOXIDE CONTENT 
' Of TWO HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 

I 


BRAND 

TYPE 


lngth 

AVG. 

BUTT 

TPM 

NICOTINE 

Carbon 

TESTED 

CODE 

- 

TESTD 

WEIGHT 

LENGTH 

DRV 

CONTENT 

monoxide 

EVE LIGHTS 120 

f i HP; 

M 

1 2 OMM 

0.9583 

36.5-39.9HM 

13.9*0.5 

1.06*0.04 

11.2*0.5 

Galaxy 

F j SP 


85MM 

1,0467 

32.6-33.7MM 

13.9*0.3 

0.89*0.02 

13.3*0.3 

half 1 HALF 

F j SP 


BSMM 

1.0950 

26.4-28.OMM 

17.8*0.4 

1 .28+0.04 

17.0+0.4 

HERBERT TAREVTON 

NF; SP 


B5MM 

1. 1500 

23.0MM 

23.9*0.4 

1 .50*0.04 

15.9*0,3 

I CEBERCji 100 

F ; SP; 

M 

100MM 

0.9323 

34.0-36.5MM 

3.5*0.2 

0.31+0.01 

4.2+0.3 

KENT i 

F; HP 


BOMM 

0.8803 

28.0-29.3MM 

12.3*0.4 

0.87+0.OS 

1 1 .6+0.5 

KENT 1 

F ; SP 


BSMM 

0.9316 

27.7-29.4MM 

11.9*0.4 

0.91+0.02 

10.4*0.4 

KENT 100 

F; SP 


100MM 

1.0293 

33.9-36.5MM 

12.9*0.4 

1.01+0.02 

10.7*0.6 

KENT 100 

F; SP; 

M 

100MM 

1.0148 

34.8-36.6MM 

15,3*0.3 

1.25+0.03 

13.5*0.4 

KENT GOLDEN LIGHTS 

F; SP 


BSMM 

0.8656 

34.1-36.OMM 

B . 7*0.3 

0.75+0.03 

9,0*0,4 

KENT GOLDEN LIGHTS 

F; SP; 

M 

* 85mm 

0.8615 

34.3-35.6MM 

B.2*0.2 

0.69*0.02 

7.9*0.4 

KENT GOLDEN LIGHTS 100 

F; SP 


100 MM 

1.01B2 

36.6-39.9MM 

9.3*0.5 

0.84+0.03 

9.6+0.6 

KENT GOLDEN LIGHTS 100 

F; SP; 

M 

100MM 

1.0252 

37.0-39.OMM 

9.1*0.4 

0.79+0.03 

9.2*0.4 

KENT in 

F; SP 


BSMM 

0.8437 

34.1-35.&MM 

2.6*0.2 

0.29+0.02 

2.2*0.2 

KENT (It 1U0 

F; SP 


100MM 

0.9796 

37.0-39.OMM 

4.1*0.2 

0.42+0.01 

4.8*0.3 

POOL 

R;NFiSP t M 

70MM 

0.B395 

23.OMM 

20.2*0,5 

1 .23+0.04 

14.0+0.5 

K00L 

F; HP; 

M 

BOMM 

0.BB72 

24.6-27.OMM 

15.9*0.4 

1 .08+0.04 

14.6*0.4 

K.0QL 

F, SP; 

M 

BSMM 

0.9067 

28.1-30.5MM 

16.3*0.3 

1 .04+0.03 

13.8*0.3 

K00L LIGHTS 

F: SP; 

M 

BSMM 

0.9179 

33.3-35.9MM 

8.5*0.3 

0.65+0.05 

9.2+0.3 

k00l LlGHTb 1UO 

F; SP; 

M 

100MM 

t.0654 

34.8-37.OMM 

9.0*0.3 

0.70+0.03 

8.7*0.4 

KOOL MILOS 

F; SP; 

M 

BSMM 

0.B8BB 

31.8-34.6MM 

10.2*0.4 

0.73+0.04 

10.7*0.4 

KOOL MILOS 100 

F; SP; 

M 

100MM 

1.0720 

39.0-42.IMM 

11.2*0.3 

0.82+0.03 

12.1+1.3 

kool Super longs 100 

F ; SP; 

M 

100MM 

1.0525 

34.2-35.8MM 

14 . 1*0.3 

0.88+0.03 

15.3+0.4 

KOOL ultra 

f; SP, 

M 

BSMM 

0.8933 

33.4-35.9MM 

1.5*0.3 

0.13+0.03 

0.9+0.2 

KOOL ultra ioq 

F, SP; 

M 

100MM 

1.0771 

39.7-41,2MM 

4 . 1*0.3 

0.38 + 0,03 

2.7*0.4 

LAM. 

F, HP 


BOMM 

0.6380 

20.5-30.IMM 

13.4*0.3 

0.92+0.D3 

12.8*0.4 

L A M I 

F, SP 


SBMM 

0.88B4 

32,0-34.IMM 

13. 1*0.4 

0.91+0.03 

12.8*0.8 

LAM 100 

F; SP 


100MM 

0.9783 

3S.9-39.6MM 

13.6*0.4 

0.98+0.03 

13.0+0.4 

LAM LIGHTS 

F; SP 


BSMM 

0.B507 

32.8-34.OMM 

a.0*0.3 

0.74*0.03 

B.B+0.4 

LAM LIGHTS 100 

F ; SP 


100MM 

0.9530 

36.4-39.7MM 

8.5*0.3 

0.83+0.02 

6. 1+0.4 

LARK 

F; SP 


BSMM 

0,9563 

32.4-34.6MM 

13.9*0.3 

0.92*0.02 

13.2+0.5 

L ARk 100 

. F; SP 


100MM 

1 .1166 

37.0-39.OMM 

14.9*0.3 

0.99*0.03 

14.6+D.5 

lark lights 

F; SP 


BSMM 

0.9708 

33.0-35.8MM 

12.8*0.3 

0.89+0.03 

12.1+0.3 

lark lights 100 

F; SP 


100MM 

1.1122 

36.8-40.OMM 

13.3*0,3 

0.97*0.02 

13.2+0.3 

LUCKY STRIKE 

R ; NF ; 

SP 

7DMM 

0,9857 

23.OMM 

23.3*0.6 

I .37*0.04 

16.4+0.5 

LUCKY STRIKE 

F ; HP 


BOMM 

0.9395 

31.8-35.9mm 

10.5*0.4 

0.77+0.03 

10.3*0,4 

LUCKY STRIKE 

F; SP 


bsmm 

0,9231 

33.0-35.0MM 

10.5*0.3 

0.00+0.03 

9 .9+0.4 

LUCKY STRIKE 100 

F ; SP 


1 00 MW 

1 . 1325 

34.5-36.IMM 

10.9*0.3 

0,86*0.02 

10.2+0.4 

MARLBORO 

F ; HP 


BOMM 

0.931 1 

26.3-2B.0UM ■ 

16.1*0.3 

0.97+0.02 

14.0+0.4 

Marlboro 

F; SP 


BSMM 

0.9810 

37.9-40.OMM 

16.0*0.4 

1.00*0.03 

14.5+0.5 

MARlBORO 

F; SP, 

M 

BSMM 

0.9807 

28.9-30.7MM 

15.6*0.4 

0.96*0.03 

14.1+0.3 

MARLBORO 100 

F; HP 


100MM 

1 , I1B3 

3S.0-36.8MM 

16.0*0.3 

1 .06*0.02 

14.4+0.4 

MARLBORO 100 

F; SP 


100MM 

1.1325 

35.0-36.OMM 

16.3*0.4 

1 .05*0.04 

15.0+0.5 

MARLBORO LIGHTS 

F; HP 


85MM 

0,9642 

34.2-36.OMM 

10,1*0.3 

0.69+0.02 

10.8*0.3 

MARlBORO LIGHTS 

F ; SP 


B5mm 

0.9433 

33.9-35.7MM 

10.2+0.2 

0.68*0.02 

10.8+0.4 

Marlboro lights ioo 

F; SP 


100MM 

1.1001 

39.1-41.OMM 

10.1*0.3 

0.71*0.02 

11,1+0.3 


1 P-filtan ff'-non-f liter) M menthol; R-regular i HP-hard pack; SP-aoft pack} mn- nl 1 1 l»n«r ‘ 

2 Amu: age Might rr%iort«5 In grm per cigarette. 

3 Banja uaed in hitt length beoau aa of variance of overwrap. . 

4 Wi dry (tar) - milligrace t o tal particulate matter leas nicotine and voter per cigarette. 

5 dotal alkaloids reported a* nicotine milligrams fwr cigarette. 
t Cartxr. Kmnrie r^xeted as milligrams pw cigarette. 

T Tolerance ahnoi ia twice the standard deviation. 

• Below the aenaitivity of the method. 

•» See atnuotont as text concftntLrg Kool Ultra hrartia. 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAR NICOTINE AND CARBON MONOXIDE CONTENT 
Of TWO HONORED SEVEN VARIETIES Of DOMESTIC CIGARETTES 


BRAND : 

TYPE 


LNGTH 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 1 

CODE 


TESTD 

WEIGHT 

LENGTH 

DRV 

CONTENT 

MONOXIDE 

MAX 120 

F j 

SP 


I20MM 

i.oioo 

36.a-3B.4MM 

16.2*0.3 

1.40+0,04 

17.2+0.6 

MAX 120 . 

r j 

SR, 

M 

12QMM 

0.9901 

36.0-40.1MM 

18.7*0.3 

1.44*0.03 

17.1+0.6 

MERIT 

f t 

SP 


6$ MM 

0.0769 

36.1-37.6MM 

7.6*0.3 

0.52*0.02 

9.1*0.6 

MERIT 

F, 

SPt 

M 

eSMM 

0.9917 

35.B-36.SMM 

7.9*0.3 

0.54+0.02 

9.6*0.5 

MERIT 100 

F j 

SP 


100MM 

1.1 IBS 

37.0-41.3MM 

10.3+0.3 

0,71*0.02 

11.6*0.5 

MERIT 100 

F j 

SP t 

M 

100MM 

1.1111 

39,8-4119MM 

8.4*0.4 

0.67+0.02 

10.6+0.5 

MERIT ULTRA LIGHTS 

F, 

SP 


B5MM 

0.8956 

35.0-36.8MM 

4.9*0.4 

0.38+0.03 

6.3+0.5 

merit ultra LIGHTS 

F j 

SP, 

M 

8SMM 

0.9126 

34.2-35.fiMM 

4.7*0.5 

0.37*0.02. 

5.0+0.7 

MERIT ULTRA LIGHTS 100 

f j 

SP 


100MM 

1.0434 

38.5-40.1MM 

5. 1*0.3 

0.43*0.01 

6.4+0.5 

MERIT ULTRA LIGHTS 100 

Ft 

SP, 

M 

' 100MM 

1.0513 

3B.1-40.2MM 

4.1*0.2 

0.35*0.02 

4,4*0.3 

MONTCLAIR 

F { 

SP; 

M 

85MM 

0.9023 

25.9-28.2*M 

14.7*0.4 

0.98*0.03 

15.2+O.S 

MORE 120 

F ( 

SP 


1 20 MM 

1.0297 

43.0-44.1MM 

16.8*0.4 

1. 19*0.03 

20.4+0.4 

MORE 120 

Ft 

SPt 

M 

120MM 

1.0373 

41.0-42.2MM 

16.0+0.3 

1.21*0.02 

18.8+0,4 

MORE LIGHTS 100 

Ft 

HP 


100MM 

0.9140 

37.0-38.7MM 

8.0+0.4 

0,65*0.02 

7.7*0.5 

MORE LIGHTS 100 

Ft 

HP, 

M 

IOOMM 

0.8550 

36.0-40.1MW 

7.6*0.3 

0.81+0.02 

8.4*0.4 

MULTIFILTER 

Ft 

SP 


aSMM 

1.1379 

31.0-33.9MM 

12.1+0.4 

0.77*0.02 

10.6*0.4 

multifilter 

f j 

SPt 

N 

85MM 

1.1405 

32.2-33.9MM 

12.2*0.3 

0.76*0.02 

10.2*0.3 

NEWPORT 

Ft 

HP i 

M 

BOMM 

0.8776 

32.0-34.IMM 

15.5*0.4 

1.14+0.03 

15.4*0.4 

NEWPORT 

Ft 

SP, 

M 

B5MM 

0.9247 

26.9-30.OMM 

16.8*0.4 

1,21+0.04 

17.2*0.5 

NEWPORT 100 

Ft 

SP, 

M 

100MM 

1.0489 

34.1-36.2MM 

19.5+0.5 

1.46+0.04 

19.0+0.5 

NEWPORT LIGHTS 

F t 

HP; 

M 

BOMM 

0.8314 

27.8-29.2MM 

8.9*0.2 

0.72+0.04 

9.3+0.4 

NEWPORT LIGHTS 

Ft 

SP; 

M 

B5MM 

0.8914 

33.2-36.6MM 

8.1+0.4 

0.70*0.03 

a.3 + 0.5 

NEWPORT LIGHTS 100 

ft 

SPt 

M 

IOOMM 

1.0342 

36.7-39.1MM 

9.5+0.4 

0.83+0.03 

9.6*0,6 

NEWPORT RED 

f | 

HP 


BOMM 

0.BB34 

32.3-34.1MM 

12.1+0.5 

0.94*0.03 

12.5*0.3 

NEWPORT REO 

Ft 

SP 


85MM 

0.9228 

32.1-33.BMM 

13.7*0.3 

1.04 + 0.03 

15.1*0.4 

NOW 

F i 

HP 


BOMM 

0.6918 

33.2-35.7MM 

* 

* 

★ 

NOW '■ 

F t 

SP 


B5MM 

0.7984 

33.4-3B.IMM 

1 .2+0.1 

0.11*0.01 

1,5*0.2 

NOW 

f t 

SP; 

M 

6 5MM 

0.7986 

33.BOB . IMM 

1.0+0.2 

0.09*0.02 

1.2*0.2 

NOW 100 

Ft 

HP 


IOOMM 

0.6656 

37,9-38.7MM 

* 

0.07+0.09 

★ 

NOW 100 

F } 

SP 


IOOMM 

0.9543 

37.B-38.6MM 

2.6*0.2 

0.27+0.02 

2.4+0.3 

NOW 100 

F j 

SP, 

M 

IOOMM 

0.9451 

36.8-38.7MM 

2.0+0.2 

0.24+0.02 

1.5+0.7 

0L0 gold filter 

, Ft 

SP 


BSMM 

0.9293 

26.8-30.4MM 

17.2+0.4 

1.25*0.04 

18.0*0.5 

OLD GOLD FILTER lOQ 

F t 

SP 


IOOMM 

1 .0573 

31.4-39.OMM 

20.2*0.4 

1.52+0.05 

IS.6+0.4 

OLO GOLD LIGHTS 

Ft 

SP 


BOMM 

0.9049 

35.1-36.OMM 

9.3*0.4 

0.82+0.03 

10.0+0.4 

Old gold straight 

NF 

i SP 


BSM-M 

0.9924 

23.OMM 

25.8+0.4 

1.63*0.04 

16.6+0.4 

pall mall 

NF 

1 SP 


B5MM 

1.0564 

23.OMM 

23.1+0.8 

1.34*0.04 

15.5+0.5 

PALL MALL 

Ft 

SP 


B5MM 

0.9914 

25.5-29.2MM 

16.7+0.3 

1,11*0.03 

16.0+0.5 

pall mall 100 

F t 

SP 


IOOMM 

1,1238 

34,2-36.IMM 

15.4+0.4 

1.09+0.03 

15.2+0.5 

PALL mall EXTRA LIGHT 

Ft 

SP 


B5MM 

0.9793 

3 1,6-35.0mm 

7.0+0.4 

0.59*0.02 

6.7+0.4 

PALL MALL LIGHT 100 

Ft 

SP 


IOOMM 

1.0946 

37.5-39.OMM 

9.5+0.4 

0.75*0.03 

8.9+0.4 

PALL MALL LIGHT 100 

Ft 

SP; 

M 

IOOMM 

1.0150 

34.4-36.2MM 

12.4+0.3 

0.97*0.03 

1 1.4+0.4 

PARLIAMENT LIGHTS 

Ft 

HP 


eoMMt 

0,9659 

32.9-34.OMM 

8. 6+0.2 

0.61+0.02 

9.2+0.4 

PARLIAMENT LIGHTS 

F; 

SP 


B5MM 

1.0092 

33.1-34.6MM 

8.7*0.3 

0.63+0.02 

8.5+0.3 

PARLIAMENT LIGHTS 100 

Fj 

SP 


IOOMM 

1.2415 

38.6-40.OMM 

1 1.6+0.3 

0.83+0.02 

10.7+0.4 

PnlLtP MORRIS 

Rj 

NF , 

SP 

7 OMM 

0.8474 

23.OMM 

20.B+0.S 

1.24+0.03 

11,9+0.4 

PHILIP MORRIS COMMANDER 

NF 

i SP 


B5MM 

1.0481 

23.OMM 

25.7*0.5 

1.59*0.04 

14.3+0.4 


} p-f Uteri NP-fcn-fllterj H-menthol; ft-regular; HP-hand pack} SP-aof t pack; mu til lime tar. 

2 Average weight royorUxJ In grans per cigarette. 

3 Range in Uitt length baoauae of variance of cwnrwrap. 

4 UN dry (tart — milligrams total particulate matter Ufis nicotine Bid watar per cigarette. 

5 Total alkaloid* rtported a* nicotine milligram* per cigarette. 
i Carton Monoxide reported a* milliqTMM per cigarette. 

♦ Tolerance shown la twice tie standard deviation. 

* Below tie aereltivity of tie method. 

•* f-«i in i*ki oni-mim K/nl Ultra brands. 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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BRAND 

TESTEO 


PHILIP MORRIS INTERNATIONAL 100 
PnlLlP MORRIS INTERNATIONAL 100 
PICAVUNE 

players 

PLAVERS 

players 

Players 10D 

PLAVERS tQO 

RALEIGH 

RALEIGH 1 

RALEIGH 100 

RALEIGH LIGHTS 

RalEIGh LIGHTS too 

RICHLAND 

RICHLAND 

Salem 

Salem ioo 

Salem lights 

SAlEM LIGHTS 1UU 
Salem slim lights ioo 
Salem ultra 
Salem ultra ioq 
Saratoga 120 
Saratoga- 120 

Satin 10u 

satin ioo 
SIlva thins iog 
SIlva Thins 10 O 
SPRING 100 
ST. MORITZ 100 
ST. MORITZ 100 

tall 120 

Tall 120 

Tarevtom 

TAREyTOH 100 

TAR6YTON lights 

TAREYTON LONG lights IOO 

TRIUMPH 

triumph 

TRIUMPH 100 
TRIUMPH 100 
TRUE • 

TRUE 

TRUE 1O0 
TRUE (00 
VANTAGE. 


Tvpe 


LNGTH 

AVG. 

CODE 


TESTD 

WEIGHT 

F j 

HP 


100MM 

1.1110 

F; 

HP; 

M 

100MM 

1.1430 

R; 

NF; 

SP 

70MM 

0.8577 

R } 

NF; 

HP 

7QMM 

1 ,0707 

F I 

HP 


85MM 

0.9611 

F J 

HP; 

M 

B5MM 

0.9444 

F i 

HP 


IOOMM 

1 .0269 

F ; 

HP; 

M 

100MM 

1 .0404 

NF 

; SP 


8SMM 

1.0767 

F i 

SP 


85MM 

0.9449 

F ; 

SP 


,1 QOMM 

1.1306 

F ; 

SP 


85MM 

0.9297 

P ; 

SP 


100MM 

1.1408 

F ; 

SP 


85MM 

0.9246 

F j 

SP| 

M 

85MM 

0.9129 

Fs 

SPi 

M 

85MM 

0.9486 

F i 

SP, 

M 

100MM 

1 . 1247 

f : 

SP; 

M 

B5MM 

0.9384 

F ; 

SPi 

M 

100MM 

1 . I24B 

F; 

HP; 

M 

100MM 

0.8823 

Fj 

SP, 

M 

85MM 

0.9064 

F: 

SP; 

M 

100MM 

1 . 1110 

F i 

HP 


120MM 

1.0915 

F s 

HP; 

M 

120MM 

1 , 1067 

F i 

SP 


100MM 

1.0584 

f i 

SP; 

M 

100MM 

1,0530 

F | 

SP 


IOOMM 

0.9411 

F j 

SP, 

M 

I00MM 

0.9418 

Fi 

SP, 

M 

IOOMM 

1 .0043 

Fi 

SP 


IOOMM 

1.0518 

F ; 

SP; 

M 

IOOMM 

1,0550 

F 1 

SP 


1 20MM 

1.1852 

Fj 

SP, 

M 

120MM 

1.1856 

f l 

SP 


8 5 MM 

1 .0099 

Fi 

SP 


IOOMM 

1 . 1665 

F; 

SP 


fl5MM 

0.8764 

F j 

SP 


1 OOMM 

1 . 1426 

F i 

SP 


8 5 MM 

0.8279 

F; 

SP; 

U 

85mm 

0.8247 

Fi 

SP 


IOOMM 

0.9700 

F ; 

SP, 

M 

IOOMM 

0.9682 

F ; 

SP 


85 mm 

0.8218 

F; 

SP; 

M 

85mm 

0.8206 

Fi 

SP 


IOOMM 

0.9851 

Fi 

SP; 

M 

10UMM 

0.9757 

F; 

SP 


85MM 

1.0460 


BUTT 

TPM 

NICOTINE 

LENGTH 

DRY 

CONTENT 

34.6-35.7MM 

16.8*0.2 

I.07*0.02 

34.8-35.2MM 

16.7*0.5 

1.07+0.03 

23.0MM 

15.9+0.5 

1.00 + 0.03 

23.QMM 

25.4+0.5 

1 .90*0.04 

34.2-36, 1 MM 

1 1.7*0.4 

0.80+0.02 

34.O-36.0MM 

11.6+0.3 

0.79 + 0.02 

36.8-40.5MM 

13.1+0.4 

0.89+0.02 

36.0-39.9mm 

12.9+0.3 

0.67+0.03 

23.OMM 

24.6+0.7 

1.38 + 0.05 

2B.4-29.9MM 

14.9+0.3 

0.89+0.03 

34.2-36.4MM 

16.0+0.4 

1 .04 + 0.03 

32.0-33.3MM 

10.4+0.2 

0.76+0.02 

38.2-40.1MM 

8.9*0.4 

0.69+0.02 

28.3-29.8MM 

15.9+0.3 

1 .05 + 0.03 

2B.6-29.5MM 

15.3+0.4 

0.98+0.03 

27.Z-29.SMM 

16.0+0.3 

1.06*0.03 

33.5-35.4MM 

16.0*0.4 

1.21+0,04 

34.2-35. 1 mm 

9.1*0.3 

0.70+0.02 

36.5-38.3MM 

9,2*0.3 

0.74*0.03 

37.6-39.OMM 

B.1*0.3 

0.66*0.02 

33.0-34.3MM 

5.0+0.3 

0.43*0.02 

36.2-3B.8MM 

4.7*0.3 

0.42*0.02 

37.1-39.2MM 

13.8+0.4 

0.94*0.03 

37.2-38.9MM 

14.Q+0.3 

0.93+0.02 

35.0-36.5MM 

9.9+0.4 

0.85*0.03 

35.1-37.1 MM 

9.4+0.3 

0.82+0.03 

34.5-37.3mm 

10.9+0.5 

0.38-0.04 

34.2-36,7mm 

10.7+0.3 

O.B9+O.03 

34.1-36.9mm 

18.9+0.3 

1 .05+0.04 

35.7-38.3MM 

13.7+0.3 

1 .05*0.03 

35.3-38.OMM 

14.3+0.3 

1.07 + 0.04 

36.6-39.OMM 

19.8*0.5 

1 ,49 + 0.03 

37.0-39.9MM 

16.7*0.8 

f . 29 + 0,07 

25.9-28.7MM 

13.1+0.3 

0.86+0.03 

33.8-36.2MM 

13.5+0.2 

0.93+0.03 

33.3-37.1MM 

4.4+0 .2 

0.36+0.01 

33.9-36.3MM 

7.5+0.3 

0.62+0.04 

34.1-36.OMM 

2.9+0.3 

0.30-0.02 

34.1-35.8MM 

2.7+0.2 

0.30+0.02 

37.0-39.3MM 

4.0*0.2 

0.41*0.02 

36.8.39.1MM 

30+0.4 

0.39*0.02 

31.8-33.8MM 

4.6+0.2 

0.41*0.02 

3l.9-34.2MM 

5.0+0.3 

0.42+0.02 

33.8-36.OMM 

7.8*0.3 

0.62*0.03 

34.2-36.1MM 

7.4*0.3 

0.58+0.02 

32.0-34.2MM 

9.7+0.2 

0.71+0.02 


J W-non-filterf Mmenthol; R-rngul^ri HP-hard pacfci SI'-eoft p*ck} uw-»ilU*etar. 

2 Average weight rcpprted In yram per cigaret ta. 

3 Range used in butt lagth because of vnrlancM of cMsrvrap. 

4 Titt dry (tar) - mrlligrjoa total particulate Matter lea» nicotine ar*3 weber per dgarotte. 

5 Total oUcalmd* reported oA nicotine milligram per cigarette, 

6 Carbon Monoxide rapurtud At milliin anu pur cigarette. 

+ Tolerance Ami la twice tie atancluil tk^luticn. 

* Belov the serial twlty of tie raetJnd. 

** See etatrawic in text oor»ximJrM Kuol Uitrn brands. 


Carbon 

monoxide 


15 .6*0.4 
16.4*0.4 
12.5*0.7 
14.7*0.4 
11.1*0.3 
1 0 .B*G.4 
12.0*0.5 
1 1 ,4*0.3 
16.5*0.4 
16.1*0.5 
16.5*0.4 
10.1+0.4 
9.4+0.5 
13.2*0.4 
13.4*0.4 
17.6*0,4 

14 . 9 + 0.6 
10 . 7 + 0.4 
10 . 6 * 0.3 
8 . 7 * 0.4 
6 . 4 * 0.4 
5 . 9 * 0.4 
13 . 2 * 0.6 
13 . 5 * 0.6 
10 . 5 + 0.5 
10.0+0. 4 
9 . 5 + 0.4 
3 . 3 + 0.4 
16 . 3 + 0.5 
12 . 8*0 , 5 
13 . 4 + 0.4 
19 . 3 + 0.6 
17 . 5 * 1.1 
13 .^* 0.4 
15 . 1 * 0.3 
4 . 2 * 0.2 
7 . Q*0 . 4 
2 . 5 * 0.3 
2 . 4 + 0.3 
4 . 5 + 0,3 
4 . 2 * 0.5 
4 . 4 * 0.3 
4 . 8 * 0.3 
a . 5 * 0.4 
7 . 8 * 0.4 
11 . 9 * 0.4 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAB NICOTINE AND CARBON MONOXIDE CONTENT 
. OF Two HUNDRED SEVEN VARIETIES OF DOMESTIC CIGARETTES 


BRAND 

TYPE 

lngth 

AVG. 

BUTT 

TPM 

NICOTINE 

CARBON 

TESTED 

CODE 

TESTD 

weight 

LENGTH 

DRY 

CONTENT 

MONOXIDE 

VANTAGE 

F t 

SP; M 

85MM 

1.0723 

32.5-34.OMM 

9.2*0.4 

0.67*0.03 

11.9*0.5 

VANTAGE 100 

F ( 

5P 

100MM 

1.2160 

34.6-3S.2MM 

9.4*0,3 

0.71*0.03 

10.5*0.6 

VANTAGE 100 

Ft 

SP; M 

tOQMM 

1.2412 

36.9-39.8MM 

9.3+0.3 

0.72*0.02 

10,6*0.4 

VANTAGE ULTRA LIGHTS 

F 1 

SP 

8 5 MM 

0.6910 

32.2-34.6MM 

4.7*0.2 

0.43*0.02 

5.9*0.2 

VANTAGE ULTRA LIGHTS 

Fs 

SP; M 

B5MM 

0.B712 

32.7-34.9MM 

4.6*0.2 

0.40*0.01 

5.8*0.3 

VANTAGE ULTRA LIGHTS 100 

F i 

5P 

100MM 

1.0656 

36.1-38.2MM 

5.0*0.2 

0.45*0.02 

5.7*0.4 

VANTAGE ULTRA LIGHTS 100 

F i 

SPj M 

100 MM 

1 .0236 

35.4-39.2MM 

5.1*0.2 

0.44*0,03 

6.6*0.4 

VICEROY 

Fj 

SP 

BSMN 

0,9059 

2B.3-30.1MM 

16.2*0.3 

0.94*0.03 

15.7*0.5 

VICEROY RICH LIGHTS 

F; 

SP 

BEAM 

0.9179 

32.1-34.3MM 

9.9*0.3 

0.74*0.02 

9.6*0.3 

VICEROY RICH LIGHTS 100 

fi 

SP 

100MM 

1.0BSI 

39.0-41.1MM 

10.5*0.4 

0.78*0.02 

1 1 .3*0.4 

VICEROY SUPER LONG 100 

F; 

SP - 

100MM 

1,0776 

33.6-36.5MM 

14.3*0.3 

0.94*0.03 

16.1*0.4 

Virginia Slims ioo 

F . 

SP 

tOOMM 

0.9500 

34.5~36.3MM 

14.3*0.4 

0.93*0.02 

12.3*0.4 

VIRGINIA SlIMS 1U0 

f * f 

SP; M 

100MM 

0 .9428 

33.2-36.3MM 

14.5*0.3 

0 .94*0.03 

12.9*0.4 

VIRGINIA SLIMS LIGHTS 100 

Ft 

HP 

1 QOMM 

0.9672 

39.0-40.4MM 

7.7*0.4 

0.57*0.03 

7.4*0.4 

VIRGINIA SLIMS LIGHTS 100 

F ! 

HP i M 

100MM 

0.9677 

38.7-39.7MM 

7.8*0.4 

0.56*0.02 

7.5*0.4 

WINSTON 

F t 

HP 

BOMM 

0.9222 

25.1-27.3MM 

16.1*0.4 

1 .07*0.04 

14.5*0.4 

WINSTON 

F j 

SP 

BSMM 

0.9979 

26.9-29.5MM 

15.8*0.4 

1 .06*0.03 

14.7*0.3 

WINSTON 100 

Ft 

SP 

I00MM 

1.1219 

34.1-36.1MM 

16.5*0.4 

1.20*0,04 

15.8*0.4 

WINSTON INTERNATIONAL 100 

F i 

HP 

I00MM 

1.0529 

34.2-35.6MM 

15.5*0.4 

1.10*0.03 

13.5*0.4 

WINSTON LIGHTS 

. f i 

SP 

BSMM 

0.9448 

32.B-34.9MM 

a.4*0.3 

0.65*0.02 

9.3*0.3 

WINSTON LIGHTS 100 

f 1 

SP 

100MM 

1 .1306 

36.0-3B.9MM 

1t.5*0.3 

0.83*0.02 

13.1*0.5 

WINSTON ULTRA LIGHTS 

F j 

SP 

B5MM 

o.BSia 

33.4-35.6mm 

4.8*0.2 

0.42*0.01 

6.6*0.3 

WINSTON ULTRA LIGHTS 100 

Fj 

SP 

I00MM 

1.0B57 

36.0-38.6MM 

5.3*0.3 

0,45*0.02 

6.6+0.B 


I 





<fi 


r-flUMi W-nsi-filterj M-wmtholj B-regularj HNart pack; SP-eoft pack, nWllljnetor 
Average wight reported in gren* per cigarette. «»*euiii»ter. 

Range used in butt length because of variarce of overwrap. 

WM dry {tor} - eilUgraea totol pertWate setter lass nicotine and water per cigarette 
Total aU tol md e reported as nicotine fcilligraw) per cigarette. ^ ' 

Carton torsade report*! as suliigrma por cigarette, 
tolerance airwn la twice tie standard duvlatlcn. 

■ below the sensitivity .of tie suthud. 

•* fios staueent in uwt mnouminj tool tlttra trarde. 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 








TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 

PAGE 

1 

BRANDS OF DOMESTIC.CIGARETTES TESTED BY FTC METHOD 

(IncAerulnj 0\4l\ Toa) 

£ * 

a- W 

BRAND 

NAME 

TYPE 

P ' 

„«* 8 

£ 5 

* u 

U •— 1 

p 

CAMBRIDGE 

KING SIZE? FILTER; (HARD PACK) 

* * 

4r 

CARLTON ’ 

KING SIZE; FILTER; (HARD PACK) 

* * 

★ 

CARLTON 100 

100MM? FILTER; MENTHOL; (HARD PACK) 

* * 

* 

NOW 

KING SIZE; FILTER; (HARD PACK) 

* * 

* 

NOW 100 

100MM; FILTER; (HARD PACK) 

* 0.1 

* 

BENSON t HEDGES 

REG SIZE; FILTER; (HARD PACK) 

10.1 

2 

CAMBRIDGE 

.KING SIZE; FILTER 

1 0.1 

1 

CARLTON 

KING SIZE; FILTER 

1 o.l 

2 

CARLTON 

KING SIZE; FILTER; MENTHOL 

1 0.1 

1 

CARLTON 100 

100MM; FILTER; (HARD PACK) 

1 0.1 

* 

NOW 

KING SIZE; FILTER 

1 0.1 

2 

NOW 

KING SIZE; FILTER; MENTHOL 

1 0.1 

1 

KOOL ULTRA** 

KING SIZE; FILTER; MENTHOL 

2 0.1 

1 

NOW 100 

100MM; FILTER; MENTHOL 

2 0.2 

1 

KENT III 

KING SIZE; FILTER 

3 0.3 

2 

NOW 100 

100MM; FILTER 

3 0.3 ' 

2 

TRIUMPH 

KING SIZE; FILTER 

3 0.3 

3 

TRIUMPH 

KING SIZE; FILTER; MENTHOL 

3 0.3 

2 

DORAL II 

KING SIZE; FILTER 

4 0.4 

3 

DORAL II 

KING SIZE; FILTER; MENTHOL 

4 0.4 

3 

ICEBERG 100 

100MM; FILTER; MENTHOL 

4 0.3 

4 

KENT III 100 

100MM; FILTER 

4 0.4 

5 

KOOL ULTRA 100** 

100MM; FILTER; MENTHOL 

4 0.4 

3 

MERIT ULTRA LIGHTS 100 

100MM; FILTER; MENTHOL 

4 0.4 

4 

TAREYTON LIGHTS 

KING SIZE; FILTER 

4 0.4 

4 

TRIUMPH 100 

100MM; FILTER 

4 0.4 

5 

TRIUMPH 100 

100MM; FILTER; MENTHOL 

4 0.4 

4 

BENSON L HEDGES ULTRA LIGHT 

100MM; FILTER; (HARD PACK) 

5 0.4 

5 

BENSON & HEDGES ULTRA LIGHT 

100MM; FILTER; MENTHOL; (HARD PACK) 

5 0.4 

5 

CAMBRIDGE 100 

100MM; FILTER 

5 0.4 

5 

CARLTON 100 

100MM; FILTER 

5 0.4 

6 

CARLTON 100 

100MM; FILTER; MENTHOL 

5 0.4 

6 

MERIT ULTRA LIGHTS 

KING SIZE; FILTER 

5 0.4 

5 

MERIT ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

5 0.4 

5 

MERIT ULTRA LIGHTS 100 

100MM; FILTER 

5 0.4 

6 

SALEM ULTRA 

KING SIZE; FILTER; MENTHOL 

5 0.4 

6 

SALEM ULTRA 100 

100MM; FILTER; MENTHOL 

5 0.4 

6 

TRUE 

KING SIZE? FILTER 

5 0.4 

4 

TRUE 

KING SIZE; FILTER; MENTHOL 

5 0.4 

5 

VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER 

5 0.4 

G 

VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER; MENTHOL 

5 0.4 

6 

VANTAGE ULTRA LIGHTS 100 

100MM; FILTER 

5 0.5 

6 

VANTAGE ULTRA LIGHTS 100 , 

100MM; FILTER; MENTHOL 

5 0.4 

7 


1 *TV* - iH jtmm t-r *.I pATticul^tt >■* tiar uiii niootlr* and antwr par pigaratrta.i 

2 Kicotlnc total alkaloid* rapertad In adlligrani* par cigaratta. 

9 Carbon Mcrcotldt raporvad in millignaat pa - aiganett*, 

* Jnllcat** *tar* balcv 0,5 wrj.t niaotina 1»1» 0.D5 mg. tar carton acnc*ida 
Jaalov 0.5 «g. par eatganetta. 


PM3000762317 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


■N. 


'.\lnVlVUiA$ OmStA of Tat) 

/ 




BRAND 

NAME 

TYPE 

* 

W 

t 


is 

n 

WINSTON ULTRA LIGHTS 

KING SIZE; FILTER 


5 

0.4 

6 

WINSTON ULTRA LIGHTS 100 

100MM; FILTER 


5 

0.5 

7 

BRIGHT 

KING SIZE; FILTER; MENTHOL 


6 

0.5 

7 

BRIGHT 100 

1G0MM; FILTER; MENTHOL 


6 

0.5 

7 

CARLTON 120 

120MM; FILTER 


7 

0.6 

5 

CARLTON 120 

120MM; FILTER; MENTHOL 


7 

0.6 

5 

PALL MALL EXTRA LIGHT 

KING SIZE; FILTER 


7 

0.6 

7 

TAREYTON LONG LIGHTS 100 

100MM; FILTER 


7 

0.6 

7 

TRUE 100 

100MM; FILTER; MENTHOL 


7 

0.6 

8 

BELAIR 100 

100MM; FILTER; MENTHOL 


8 

0.6 

7 

CAMEL LIGHTS 

KING SIZE; FILTER 


8 

0.7 

10 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER; MENTHOL 


8 

0.7 

8 

KOOL LIGHTS 

KING SIZE; FILTER; MENTHOL 


8 

0.7 

9 

L L M LIGHTS 

KING SIZE; FILTER 


8 

0.7 

7 

L L M LIGHTS 100 

100MM; FILTER 


8 

0.8 

6 

MERIT 

KING SIZE; FILTER 


8 

0.5 

9 

MERIT 

KING SIZE; FILTER; MENTHOL 


8 

0.5 

10 

MORE LIGHTS 100 

100MM; FILTER; (HARD PACK) 


8 

0.6 

8 

MORE LIGHTS 100 

100MM; FILTER; MENTHOL; {HARD 

PACK) 

8 

0.6 

8 

NEWPORT LIGHTS 

KING SIZE; FILTER; MENTHOL 


8 

0.7 

8 

SALEM SLIM LIGHTS 100 

100MM; FILTER; MENTHOL; (HARD 

PACK) 

8 

0.7 

9 

TRUE 100 

100MM; FILTER 


8 

0.6 

8 

VIRGINIA SLIMS LIGHTS 100 

100MM; FILTER? (HARD PACK) 


B 

0.6 

7 

VIRGINIA SLIMS LIGHTS 100 

100MM; FILTER; MENTHOL; (HARD 

PACK) 

8 

0.6 

8 

WINSTON LIGHTS 

KING SIZE; FILTER 


e 

0.7 

9 

CAMEL LIGHTS 

KING SIZE; ’FILTER; (HARD PACK) 


9 

0.7 

8 

CENTURY LIGHTS 

KING SIZE; FILTER 


9 

0.7 

11 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER 


9 

0.8 

9 

KENT GOLDEN LIGHTS 100 

100MM; FILTER 


9 

0.8 

10 

KENT GOLDEN LIGHTS 100 

■ 100MM; FILTER; MENTHOL 


9 

0.8 

9 

KOOL LIGHTS 100 

100MM; FILTER; MENTHOL 


9 

0.7 

9 

MERIT 100 

100MM; FILTER; MENTHOL 


9 

0.7 

11 

NEWPORT LIGHTS 

KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

9 

OLD GOLD LIGHTS 

KING SIZE; FILTER 


9 

0.8 

10 

PALL MALL LIGHT 100 

100MM; FILTER 


9 

0.7 

9 

PARLIAMENT LIGHTS 

KING SIZE; FILTER; (HARD PACK) 


9 

0.6 

9 

PARLIAMENT LIGHTS 

KING SIZE; FILTER • 


9 

0.6 

9 

RALEIGH LIGHTS 100 

100MM; FILTER 


9 

0.7 

9 

SALEM LIGHTS 

KING SIZE; FILTER; MENTHOL 


9 

0.7 

11 

SALEM LIGHTS 100 

100MM; FILTER; MENTHOL 


9 

0.7 

11 

SATIN 100 

100MM; FILTER; MENTHOL 


9 

0.8 

10 

VANTAGE 

KING SIZE; FILTER; MENTHOL 


9 

0.7 

12 

VANTAGE 100 

100MM; FILTER 


9 

0.7 

11 


1 - nllH jrw tDttl pCTtlCUlBtt MttT 1*»* niOOtiltt Bn! MBtMT p«T C±9*r*tt*. 

a Nimtirw total alialoid* rHVfta d In ■ULDjtm par dj*r*tfc*. 

) carbon tfcresxide report mA in «tlUcrw p*r dfl*rett*. _ 

* Indie* t** "Ur* talow 0.5 wij.t nicotine b*lcv 0.05 *g. or e*fbon Tmnfl * 
b*low 0.5 tog- par cicj*r*rt*. 

** t«* attbmnt in text anaemias feel Ulan tonfl*. . . _ 


PM3000762318 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


•* 



(IiicAUUlru) 0*4 ia o{ Tat) 


£ 


BRAND 


TYPE 

— ? 

£ 

O H 
£ K 

NAME 


• 

«*■ 

e 

O 

s 

d 

VANTAGE 100 


100MM; FILTER; MENTHOL 

9 

0.7 

ii 

BELAIR 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

9 

BENSON & HEDGES LIGHTS 

100 

1Q0MM; FILTER 

10 

0.7 

11 

BENSON £. HEDGES LIGHTS 

100 

100MM; FILTER; MENTHOL 

10 

0.7 

10 

KOOL MILDS 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

11 

LUCKY STRIKE 


KING SIZE; FILTER 

10 

0.8 

10 

MARLBORO LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 

A 

KING SIZE; FILTER 

10 

0.7 

11 

MARLBORO LIGHTS 100 


100MM; FILTER 

10 

0.7 

11 

MERIT 100 


100MM; FILTER 

10 

0.7 

12 

NEWPORT LIGHTS 100 


100MM; FILTER; MENTHOL 

10 

0.8 

10 

RALEIGH LIGHTS 


KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 


100MM; FILTER 

10 

0.9 

11 

VANTAGE 


KING SIZE; FILTER 

10 

0.7 

12 

VICEROY RICH LIGHTS 


KING SIZE; FILTER 

10 

0.7 

10 

CAMEL LIGHTS 100 


100MM; FILTER 

U. 0.6 

14 

KOOL MILDS 100 


100MM; FILTER; MENTHOL 

11 

0.8 

12 

LUCKY STRIKE 


KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

10 

LUCKY STRIKE 100 


100MM; FILTER 

11 

0.9 

10 

SILVA THINS 100 


100MM; FILTER 

11 

0.9 

9 

SILVA THINS 100 


100MM; FILTER; MENTHOL 

11 

0.9 

B 

VICEROY RICH LIGHTS 100 


100MM; FILTER 

11 

0.8 

11 

WINSTON LIGHTS 100 


100MM; FILTER 

11. 

0.8 

13 

EVE LIGHTS 100 . 


100MM; FILTER 

12 

0.9 

9 

EVE LIGHTS 100 


100MM; FILTER; MENTHOL 

12 

0.9 

9 

KENT 


KING SIZE; FILTER'; (HARD PACK) 

12 

0.9 

11 

KENT 


KING SIZE 

12 

0.9 

10 

MULTIFILTER 


KING SIZE; FILTER 

12 

0.8 

10 

MULTIFILTER 


KING SIZE; FILTER; MENTHOL 

12 

0.8 

10 

NEWPORT RED 


KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

PALL MALL LIGHT 100 


100MM; FILTER; MENTHOL 

12 

1.0 

11 

PARLIAMENT LIGHTS 100 


100MM; FILTER 

12 

0.8 

11 

PLAYERS 


KING SIZE; FILTER; (HARD PACK) 

12 

0.B 

11 

PLAYERS 


KING SIZE; FILTER; MENTHOL 

12 

0.8 

11 

DORADO 


KING SIZE; FILTER 

13 

0.9 

12 

KENT 100 


1Q0MM; FILTER 

13 

1.0 

11 

L L M 


KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L t M 


KING SIZE; FILTER 

13 

0.9 

13 

LARK LIGHTS 


KING SIZE; FILTER 

13 

0.9 

12 

LARK LIGHTS 100 


10QMM; FILTER 

13 

1.0 

13 

PLAYERS 100 


100MM; FILTER; (HARD PACK) 

13 

0.9 

12 

PLAYERS 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

TAREYTON 


KING SIZE; FILTER 

13 

0.9 

14 


/ 

1 "Itar" - millignai* "total pai-ticuiata nattier laaa nicotine ajid water par dinette.' 

2 nicotine total eitminMa reported in Milligram* pat cigarette. 

3 Carbon Hanwude reported in ejilligreca par dgarwcte. ^ 

* Zr^icataa “tar" below 0.5 eg.i dentine balow 0.05 ay- or oukn aarodoe 
below 0.5 My. par cig ar ett e . 

*» Sac ata tenant in text concerning Bool dtx* trend*. 
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Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

(Inc/CAiXnj OuiVi. Tm) 


BRAND 

NAME 

TYPE 

/ 

.J 

• 

j* 

TAREYTON’ 100 

100MM; FILTER 

13 

CENTURY 

KING SIZE; 

FILTER 

14 

EVE LIGHTS 120 

120MM; FILTER; (HARD PACK) 

14 

EVE LIGHTS 120 

120MM; FILTER; MENTHOL; (HARD PACK) 

14 

GALAXY 

KING SIZE; 

FILTER 

14 

KOOL SUPER LONGS 100 

100MM; FILTER; MENTHOL 

14 

L S. M 100 

100MM; FILTER 

14 

LARK 

KING SIZE; 

FILTER 

14 

NEWPORT RED 

KING SIZE; 

FILTER 

14 

SARATOGA 120 

120MM; FILTER; (HARD PACK) 

14 

SARATOGA 120 

120MM; FILTER; MENTHOL; (HARD PACK) 

14 

ST. MORITZ 100 

100MM; FILTER 

14 

ST. MORITZ 100 

100MM; FILTER; MENTHOL 

14 

VICEROY SUPER LONG 100 

100MM; FILTER 

14 

VIRGINIA SLIMS 100 

100MM; FILTER 

14 

VIRGINIA SLIMS 100 

100MM; FILTER; MENTHOL 

14. 

BENSON £, HEDGES 

KING SIZE; 

FILTER; (HARD PACK) 

15 

KENT 100 

100MM; FILTER; MENTHOL 

15 

LARK 100 

100MM; FILTER 

15 

MONTCLAIR 

KING SIZE; 

FILTER; MENTHOL 

15 

PALL, MALL 100 

100MM; FILTER 

15 

RALEIGH 

KING SIZE; 

FILTER 

15 

RICHLAND 

KING SIZE; 

FILTER; MENTHOL 

15 

ALPINE 

KING SIZE; 

FILTER; MENTHOL 

16 

BENSON & HEDGES 100 

100MM; FILTER; (HARD PACK) 

16 

BENSON L HEDGES 100 

100MM; FILTER; MENTHOL; (HARD PACK) 

16 

BENSON S, HEDGES 100 

100MM; FILTER 

16 

BENSON £, HEDGES 100 - 

100MM; FILTER; MENTHOL 

16 

CAMEL- 

KING SIZE 

FILTER; (HARD PACK) 

16 

CAMEL 

' KING SIZE 

FILTER 

16 

KOOL 

KING SIZE 

FIL;MENTHOL;(HARD PACK > 

16 

KOOL 

KING SIZE 

FILTER; MENTHOL 

16 

MARLBORO 

KING SIZE 

FILTER (HARD PACK) 

16 

MARLBORO 

KING SIZE 

FILTER 

16 

MARLBORO 

KING SIZE 

FILTER; MENTHOL 

16 

MARLBORO 100 

100MM; FILTER; (HARD PACK) 

16 

MARLBORO 100 

100MM; FILTER 

16 

MORE 120 

12DMM; FILTER; MENTHOL 

16 

NEWPORT 

KING SIZE 

;FIL;MENTHOL; (HARD PACK) 

16 

PICAYUNE 

REG SIZE; 

NON-FILTER 

16 

RALEIGH 100 

100MM; FILTER 

16 

RICHLAND 

KING SIZE 

FILTER 

16 

SALEM 

KING SIZE 

; FILTER; MENTHOL 

16 



0.9 15 
0.9 16 

1.1 11 

1.1 11 
019 13 
0.9 15 
1,0 13 
0.9 13 
1.0 15 
0.9 13 
0.9 13 

1.1 13 

1.1 13 
0.9 16 
0.9 12 
0.9 13 

1.1 11 

1.2 14 
1.0 15 
1.0 15 

1.1 15 
0.9 16 
1.0 13 
0.9 14 
1.0 15 
1.0 15 
1.0 15 
1.0 15 

1.1 15 

1.1 14 

1.1 15 
1.0 14 
1.0 14 
1.0 15 
1.0 14 
1.0 14 
1.0 15 

1.2 19 

1.1 15 
1.0 12 
1.0 17 

1.1 13 

1.1 18 


x total partieiilat* ■rtrtar l*u aiootln a ind 'imtMZ par cigaratta.' 

3 Hiootin* total aDcal£>Wia wp rt a i in K UllgrOT par c igaratf. j 

3 Outa Nancndda x«pcrta<3 in milligrara par dftntta. . 

* znliatas ’tar* b tlo* 0.5 ag.» nieotina balow 0.05 Mg. ar »«*> 

0.5 tig. par dgar'atta. 

rtitment in taxt OJ*J*nilnQ tool Ultxft otpoi* 
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Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 


» a 


(IncAlca-uvj 0\dvt c{ Teal 



* is 

BRAND 

TYPE 

' 


u 

NAME 

. 

ec 


3$ 



E. 

& 

°s 

SALEM 100 

100MM; FILTER; MENTHOL 

16 

1.2 

15 

VICEROY 

KING SIZE;^FILTER 

16 

0.9 

16 

WINSTON 

KING SIZE; FILTER; {HARD PACK) 

16 

1.1 

14 

WINSTON 

KING SIZE; FILTER 

16 

1.1 

15 

WINSTON INTERNATIONAL 100 

100MM; FILTER; (HARD PACK) 

16 

1.1 

14 

MORE 120 

120MM; FILTER 

17 

1.2 

20 

NEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.2 

17 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

18 

PALL MALL 

KING SIZE; FILTER 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

100MM; FILTER {HARD PACK) 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

100MM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

16 

TALL 120 

120MM; FILTER; MENTHOL 

17 

1.3 

17 

WINSTON 100 

100MM; FILTER 

17 

1.2 

16 

HALF £, HALF 

KING SIZE; FILTER 

18 

1.3 

17 

MAX 120 

120MM; FILTER 

18 

1.4 

17 

CHESTERFIELD 

REG SIZE; NON-FILTER 

la 

1.2 

11 

MAX 120 

12GMM; FILTER; MENTHOL 

19 

1.4 

17 

NEWPORT 100 

100MM; FILTER; MENTHOL 

19 

1.5 

20 

SPRING 100 

100MM; FILTER; MENTHOL 

19 

1.1 

16 

KOOL 

REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

OLD "GOLD FILTER 100 

100MM; FILTER 

20 

1.5 

20 

TALL 120 

120MM; FILTER 

20 

1.5 

19 

CAMEL 

REG SIZE; NON-FILTER 

21 

1.4 

13 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1.2 

12 

CHESTERFIELD 

KING SIZE; NON-FILTER 

22 

1.5 

13 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

23 

1.4 

16 

PALL .MALL 

KING SIZE; NON-FILTER 

23 

1.3 

15 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

16 

PLAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

15 

RALEIGH 

KING SIZE; NON-FILTER 

25 

1.4 

16 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

17 

PHILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

26 

1.6 

14 

BULL DURHAM 

KING SIZE; FILTER 

28 

1.8 

23 

ENGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 


.'1 Tar* - ■illigrme total particulate Mttar Imi nicotine and water par cigarette. 

2 nicotine total alkaloid* r ep o r t e d in mUligr«o» pea- cigarette. 

3 Carton ftmdiie reporte d in ■tUligrene per dyarrtta. j 

• Indicate* 'ter' below 0.5 eg.; niastine below 0.05 or auban Mrori.de 

below 0.5 Mg. per cigarette. 

** See etatenant in text gm e rn lng Jfaol Ultra trend*. 


\ 

PM3000762321 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

Oidvi t{ KLu>tuu.\ t 

BRAND TYPE 

NAME 


CAMBRIDGE 
CARLTON * 
CARLTON 100 
NOW 

BENSON 6 HEDGES 
CAMBRIDGE 
CARLTON 
CARLTON 
CARLTON 100 
KOOL ULTRA** 

NOW 

NOW 

NOW 100 
NOW 100 
ICEBERG 100 
KENT III 
NOW 100 
TRIUMPH 
TRIUMPH 
BENSON £. 

BENSON £> 
CAMBRIDGE 100 
CARLTON 100 
CARLTON 100 


HEDGES ULTRA LIGHT 
HEDGES ULTRA LIGHT 


KING SIZE? FILTER; (HARD PACK) 

KING SIZE; FILTER; (HARD PACK) 

100MM; FILTER? MENTHOL; (HARD PACK) 
KING SIZE; FILTER; (HARD PACK) 

REG SIZE; -FILTER; (HARD PACK) 

KING SIZE? FILTER 

KING SIZE? FILTER 

KING SIZE; FILTER; MENTHOL 
100MM; FILTER; (HARD PACK) 

KING SIZE; FILTER; MENTHOL 
KING SIZE; FILTER 
KING SIZE; FILTER; MENTHOL 
100MM; FILTER; (HARD PACK) 

100MM; FILTER; MENTHOL 
100MM; FILTER; MENTHOL '' 

KING SIZE,* FILTER 

100MM; FILTER 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

10GMM; FILTER; (HARD PACK) 

MENTHOL; (HARD PACK) 


100MM; 

100MM; 

10GMM; 

100MM; 


FILTER; 

FILTER 

FILTER 

FILTER; 


MENTHOL 


DORAL II 
DORAL II 
KENT III 100 
KOOL'ULTRA 100** 

MERIT ULTRA LIGHTS 

MERIT ULTRA LIGHTS 

MERIT ULTRA LIGHTS 100 

MERIT ULTRA LIGHTS 100 

SALEM ULTRA 

SALEM ULTRA 100 

TAREYTON LIGHTS 

TRIUMPH 100 

TRIUMPH 100 

TRUE 

TRUE 

VANTAGE ULTRA LIGHTS 
VANTAGE ULTRA LIGHTS 
VANTAGE ULTRA LIGHTS 100 
WINSTON ULTRA LIGHTS 


KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

100MM; FILTER 

100MM; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

100MM; FILTER 

100MM; FILTER; MENTHOL 

KING SIZE; FILTER; MENTHOL 

100MM; FILTER; MENTHOL 

KING SIZE; FILTER 

100MM; FILTER 

10QMM; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

100MM; FILTER; MENTHOL 

KING SIZE; FILTER 



* * * 
* * * 
* * * 
* * * 

1 0.1 2 
10.1 1 
1 0.1 2 
10.1 1 
1 0.1 * 
2 0.1 1 
10.1 2 
1 0.1 1 
* 0.1 * 
2 0.2 1 

4 0.3 4 

3 0.3 2 

3 0.3 2 

3 0.3 3 

3 0.3 2 

5 0.4 5 

5 0.4 5 

5 0.4 5 

5 0.4 6 

5 0.4 6 

4 0.4 3 

4 0.4 3 

4 0.4 5 

4 0.4 3 

5 0.4 5 

5 0.4 5 

5 0.4 6 

4 0.4 4 

5 0.4 6 

5 0.4 6 

4 0.4 4 

4 0.4 5 

4 0.4 4 

5 0.4 4 

5 0.4 5 

5 0.4 6 

5 0.4 .6 
5 0.4 7 

5 0.4 6 


t 

1 *Tkr* - RUU^nu total particulate utter leas nicotine and Miter per cigarette. 

2 nicotine total alkaloids r e p ort e d in nlUlgrans par cigarette. 

'3 Carton Monoxide reported in edJULignen* per cigarette. 

* Indicates "tar* below 0.5 eg.i nicotine below 0.05 eg. or oatbcn ■mcatide 
below 0.5 eg. per cigarette. 

H fee statement in text aorceroicg Ibol Oltre brande, _ _ _ 
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Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
(In ei Uicatu »t| 

TYPE 



BRIGHT . 

BRIGHT 100 

MERIT 

MERIT 

VANTAGE ULTRA LIGHTS 100 
WINSTON ULTRA LIGHTS 100 
BELAIR 100 
CARLTON 120 
CARLTON 120 
MORE LIGHTS 100 
MORE LIGHTS 100 
PALL MALL EXTRA LIGHT 
PARLIAMENT LIGHTS 
PARLIAMENT LIGHTS 
TAREYTON LONG LIGHTS 100 
TRUE 100 
TRUE 100 

VIRGINIA SLIMS LIGHTS 100 
VIRGINIA SLIMS LIGHTS 100 
BELAIR 

BENSON i HEDGES LIGHTS 100 

BENSON fc HEDGES LIGHTS 100 

CAMEL LIGHTS 

CAMEL LIGHTS 

CENTURY LIGHTS 

KENT GOLDEN LIGHTS 

KOOL LIGHTS 

KOOL MILDS 

KOOL LIGHTS 100 

L fc M LIGHTS 

MARLBORO LIGHTS 

MARLBORO LIGHTS 

MARLBORO LIGHTS 100 

MERIT 100 

MERIT 100 

NEWPORT LIGHTS 

NEWPORT LIGHTS 

PALL MALL LIGHT 100 

RALEIGH LIGHTS 100 

SALEM LIGHTS 

SALEM SLIM LIGHTS 100 

SALEM LIGHTS 100 

VANTAGE 


KING SIZE; FILTER; MENTHOL 

100MM; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

100MM; FILTER 

100MM; FILTER 

100MM; FILTER; MENTHOL 

120MM; FILTER 

120MM; FILTER; MENTHOL 

100MM; FILTER; (HARD PACK) 

100MM; FILTER; MENTHOL; (HARD PACK) 

KING SIZE; FILTER 

KING SIZE; FILTER; (HARD PACK) 

KING SIZE; FILTER 

100MM; FILTER 

100MM; FILTER 

100MM; FILTER; MENTHOL 

100MM; FILTER; (HARD PACK) 

100MM; FILTER; MENTHOL; (HARD PACK) 

KING SIZE; FILTER; MENTHOL 

100MM; FILTER 

100MM; FILTER; MENTHOL 

KING SIZE; FILTER; (HARD PACK) 

KING SIZE; FILTER 

KING SIZE; FILTER 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER; MENTHOL 

KING SIZE; FILTER; MENTHOL 

10QMM; FILTER; MENTHOL 

KING SIZE; FILTER 

KING SIZE; FILTER; (HARD PACK) 

KING SIZE; FILTER 

100MM; FILTER 

100MM; FILTER 

100MM; FILTER; MENTHOL 

KING SIZE;FIL;MENTHOL; (HARD PACK) 

KING SIZE; FILTER; MENTHOL 

100MM; FILTER 

100MM; FILTER 

KING SIZE; FILTER; MENTHOL 
10OHM; FILTER; MENTHOL; (HARD PACK) 
10QMM; FILTER; MENTHOL 
KING SIZE; FILTER 


6 0.5 7 

6 0.5 7 

8 0.5 9 

8 0.5 10 
5 0.5 6 

5 0.5 7 

8 0.6 7 

7 0.6 5 

7 0.6 5 

8 0.6 8 

8 0.6 8 

7 0.6 7 

9 0.6 9 

9 0.6 9 

7 0.6 7 

B 0.6 8 

1 0.6 8 

8 0.6 7 

6 0.6 8 

10 0.7 9 

10 0.7 11 
10 0,7 10 

9 0.7 8 

8 0.7 10 

9 0.7 11 

8 0.7 8 

B 0.7 9 

iO 0.7 11 

9 0.7 9 

8 0.7 7 

10 0.7 11 
10 0.7 11 
10 0.7 11 
10 0.7 12 

9 0.7 11 

9 0.7 9 

8 0.7 8 

9 0.7 9 

9 0.7 9 

9 0.7 11 

8 0.7 ‘9 

9 0.7 11 
10 0.7 12 



i 


1 *Tar" «. ■Ullg rm total particulata ate Imi nicotine and aatar par dff»ratta.‘ 
i Xicotlne total npor tai In aillioprans* par dgarartta. 

3 Carton Hcncocid* rapcrtad In arilli. 5 pnr» par cigarette. 

• Indicates -tar* bale** 0.5 mj.j nicotina balo* 0.05 a^. or carton e ac onedAt 
bales* 0.5 mj. par cigarvtta. 

** Baa atabaraarrt In tart e m a am lnj lool tQtrm fcratSi. 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 

j I kcacu C\diA *itto-£ini] 

BRAND TYPE 


*4 

£ 

£ V 

NAME 



n 

E 5 




& 

o § 

VANTAGE 

KING SIZE; FILTER; MENTHOL 

9 

0.7 

12 

VANTAGE -100 

100MM; FILTER 

9 

0.7 

11 

VANTAGE 100 

100MM; FILTER; MENTHOL 

9 

0.7 

11 

VICEROY RICH LIGHTS 

KING SIZE; FILTER 

10 

0.7 

10 

WINSTON LIGHTS 

KING SIZE; FILTER 

8 

0.7 

9 

CAMEL LIGHTS 100 

100MM; FILTER 

11 

0.8 

14 

KENT GOLDEN LIGHTS 

KING SIZE; FILTER 

9 

0.8 

9 

KENT GOLDEN LIGHTS 100 

100MM; FILTER 

9 

0.8 

10 

KENT GOLDEN LIGHTS 100 

100MM; FILTER; MENTHOL 

9 

0.8 

9 

KOOL MILDS 100 

100MM; FILTER; MENTHOL 

11 

0.8 

12 

L & M LIGHTS 100 

100MM; FILTER 

8 

0.8 

6 

LUCKY STRIKE 

KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

10 

LUCKY STRIKE 

KING SIZE; FILTER 

10 

0.8 

10 

MULTIFILTER 

KING SIZE; FILTER 

12 

0.8 

10 

MULTIFILTER 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

10 

NEWPORT LIGHTS.100 

100MM; FILTER; MENTHOL 

10 

0.8 

10 

OLD GOLD LIGHTS 

KING SIZE; FILTER 

* 9 

0.8 

10 

PARLIAMENT LIGHTS 100 

100MM; FILTER 

12* 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; (HARD PACK) 

12 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

11 

RALEIGH LIGHTS 

KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 

10QMM; FILTER; MENTHOL 

9 

0.8 

10 

VICEROY RICH LIGHTS 100 

100MM; FILTER 

11 

0.8 

11 

WINSTON LIGHTS 100 

100MM; FILTER 

11 

0.8 

13 

ALPINE 

KING SIZE; FILTER; MENTHOL 

16 

0.9 

14 

CENTURY 

KING SIZE; FILTER 

14 

0.9 

16 

DORADO 

KING SIZE; FILTER 

13 

0.9 

12 

EVE.LIGHTS 100 

100MM; FILTER 

12 

0,9 

9 

EVE LIGHTS 100 

100MM; FILTER; MENTHOL 

12 

0.9 

9 

GALAXY 

KING SIZE; FILTER 

14 

0.9 

13 

KENT 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

11 

KENT 

KING SIZE; FILTER 

12 

0.9 

10 

KOOL SUPER LONGS 100 

100MM; FILTER; MENTHOL 

14 

0.9 

15 

L fc M 

KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L i M 

KING SIZE; FILTER 

13 

0.9 

13 

LARK 

KING SIZE; FILTER 

14 

0.9 

13 

LARK LIGHTS 

KING SIZE; FILTER 

13 

0.9 

12 

LUCKY STRIKE 100 

100MM; FILTER 

11 

0.9 

10 

NEWPORT RED 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

PLAYERS 100 

100MM; FILTER; (HARD PACK) 

13 

0.9 

12 

PLAYERS 100 

100MM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

RALEIGH 

KING SIZE; FILTER 

15 

0.9 

16 

SARATOGA 120 

120MM; FILTER; (HARD PACK) 

14 

0,9 

13 


/ 

1 *3kr* - atflligraeo* total {Articulate natter l«u niootin* and water per cigarette 

2 nicotine total alkaloid* rapTtad in eilligrea* par cigarette. 

3 Carbon Hnadda reported in *1 l.Ugnaaa par cigarette. 

• indicates "tar* below 0.5 eg.) nicotine below 0.05 eg. cr carton werarid a 
below 0.5 ag. per cigarette. 

** eta tenant in text emerging ~Srol Ultra brands. __ 


PM3000762324 


Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 



PAGE 


« 


TAR NICOTINE AND CO CONTENT OP TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 



0\dt\ of Uimtinti, 



to! 

Pv 

BRAND 


TYPE 


St 

rr 

6 

g M 

NAME 



S 

•i 

£ 

U Q 

SARATOGA* 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

6.9 

13 

SATIN 100 


100MM; FILTER 

10 

0.9 

11 

SILVA THINS 100 


100MM; FILTER 

11 

0.9 

9 

SILVA THINS 100 


100MM; FILTER; MENTHOL 

11 

0.9 

B 

TAREYTON 


KING SIZE; FILTER 

13 

0.9 

14 

TAREYTON 100 


100MM; FILTER 

13 

0.9 

15 

VICEROY 

A 

KING SIZE; FILTER 

16 

0.9 

16 

VICEROY SUPER LONG 100 

100MM; FILTER 

14 

0.9 

16 

VIRGINIA SLIMS 

100 

100MM; FILTER 

14 

0.9 

12 

VIRGINIA SLIMS 

100 

100MM; FILTER; MENTHOL 

14 

0.9 

13 

BENSON & HEDGES 

100 

100MM;. FILTER; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 

100 

100MM; FILTER; MENTHOL; (HARD PACK) 

16 

1.0 

15 

BENSON S, HEDGES 

100 

100MM; FILTER 

16 

1.0 

15 

BENSON L HEDGES 

100 

100MM; FILTER; MENTHOL . 

16 

1.0 

15 

KENT 100 


100MM; FILTER 

13 

1.0 

11 

KOOL 


KING SIZE; FILTER; MENTHOL 

16' 

1.0 

14 

L & M 100 


1Q0MM; FILTER 

14 

1.0 

13 

LARK 100 


100MM; FILTER 

15 

1.0 

15 

LARK LIGHTS 100 


100MM; FILTER 

13 

1.0 

13 

MARLBORO 


KING SIZE; FILTER (HARD PACK) 

16 

1.0 

14 

MARLBORO 


KING SIZE; FILTER 

16 

1.0 

15 

MARLBORO 


KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 100 


100MM; FILTER; (HARD PACK) 

16 

1.0 

14 

MARLBORO 100 


10GMM; FILTER 

16 

1.0 

15 

MONTCLAIR 


KING SIZE; FILTER; MENTHOL 

15 

1.0 

15 

NEWPORT RED 

A 

KING SIZE; FILTER 

14 

1.0 

15 

PALL, MALL LIGHT 

100 

100MM; FILTER; MENTHOL' 

12 

1.0 

11 

PICAYUNE 


REG SIZE; NON-FILTER 

16 

1.0 

12 

RALEIGH 100 


100MM; FILTER 

16 

1.0 

17 

RICHLAND 


KING SIZE; FILTER; MENTHOL 

15 

1.0 

13 

BENSON fc HEDGES 


KING SIZE; FILTER; (HARD PACK) 

15 

1.1 

11 

CAMEL 

, 

KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

15 

CAMEL 


KING SIZE; FILTER 

16 

1.1 

14 

EVE LIGHTS 120 


120MM; FILTER; (HARD PACK) 

14 

1.1 

11 

EVE LIGHTS 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

1.1 

11 

KOOL 


KING SIZE;FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

NEWPORT 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

16 

1.1 

15 

PALL MALL 


KING SIZE; FILTER 

17 

1.1 

16 

PALL MALL 100 


100MM; FILTER 

15 

1.1 

15 

PHILIP MORRIS INTERNATIONAL 

1G0MM; FILTER (HARD PACK) 

17 

1.1 

16 

PHILIP MORRIS INTERNATIONAL 

100MM; FILTER; MENTHOL; (HARD PACK) 

17 

1.1 

16 

RICHLAND 


KING SIZE; FILTER 

16 

1.1 

13 

SALEM 

\ 

KING SIZE; FILTER; MENTHOL 

16 

1.1 

18 


1 ""“Tar*' iuiliiijrarra total partlculrt* nattar nicotin* and mi tar par dflanrfcta.’ 

2 Wootine total alkaloid* rapcrtaad in ■illigncsa par ciganrtta. i 

3 Carton ttxmddt ra po r f d in acLUlgma par d garwtt a. j 

* Inlioata* *tar* btlou 0.5 ag.s nicotina balow 0.05 ay. or carbon acnaddt 

tmiau 0.5 mg. par dgurvtta. I 

** Im atatnait. in Mart oanaeming Kool Ultra brand*. | 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 




Otdui c{ Ulus tint) 




BRAND 

TYPE 

— 


if 

NAME 


fir 

wC 






s 


SPRING 100 

100MM; FILTER; MENTHOL 

19 

1.1 

16 

ST. MORITZ 100 

100MM; FILTER 

14 

1.1 

13 

ST. MORITZ 100 

100MM; FILTER; MENTHOL 

14 

1.1 

13 

WINSTON 

KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

14 

WINSTON 

KING SIZE; FILTER 

16 

1.1 

15 

WINSTON INTERNATIONAL 100 

100MM; FILTER; (HARD PACK) 

16 

1.1 

14 

CHESTERFIELD 

REG SIZE; NON-FILTER 

19 

1.2 

11 

KENT 100 

100MM; FILTER; MENTHOL 

15 

1.2 

14 

KOOL 

REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

MORE 120 

120MM; FILTER 

17 

1.2 

20 

MORE 120 

120MM; FILTER; MENTHOL 

16 

1.2 

19 

NEWPORT 

KING SIZE; FILTER; MENTHOL 

17 

1.2 

17 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1.2 

12 

SALEM 100 

100MM; FILTER; MENTHOL , 

16 

1.2 

15 

WINSTON 100 

100MM; FILTER 

17 

1.2 

16 

HALF & HALF 

KING SIZE; FILTER 

IB 

1:3 

17 

OLD GOLD FILTER 

KING SIZE; FILTER 

17 

1.3 

18 

PALL MALL 

KING SIZE; NON-FILTER 

23 

1.3 

15 

TALL 120 

120MM; FILTER; MENTHOL 

17 

1.3 

17 

CAMEL 

REG SIZE; NON-FILTER 

21 

1.4 

13 

LUCKY STRIKE 

REG SIZE; NON-FILTER 

23 

1.4 

16 

MAX 120 

120MM; FILTER 

18 

1.4 

17 

MAX 120 

120MM; FILTER; MENTHOL 

19 

1.4 

17 

RALEIGH 

KING SIZE; NON-FILTER 

25 

1.4 

16 

CHESTERFIELD 

KING SIZE; NON-FILTER 

22 

1.5 

13 

HERBERT TAREYTON 

KING SIZE; NON-FILTER 

24 

1.5 

16 

NEWPORT 100 

100MM; FILTER; MENTHOL 

19 

1.5 

20 

OLD GOLD FILTER 100 - 

100MM; FILTER 

20 

1.5 

20 

TALL 120 

120MM; FILTER 

20 

1.5 

29 

OLD GOLD STRAIGHT 

KING SIZE; NON-FILTER 

26 

1.6 

17 

PHILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

26 

1.6 

14 

BULL DURHAM 

KING SIZE; FILTER 

28 

1.8 

23 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

PLAYERS 

REG SIZE; NON-FILTER; (HARD PACK) 

25 

1.9 

15 

ENGLISH OVALS 

KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 


( 1 *lhr* - KlUigranc total particulate witter leas nicotine wtar per cigarette. 

2 KiaDtine total alfcaloide rep orted in eUligm per dguem. 

‘1 Ou3%r> tCncoc:.V re p ea t ed in KLUigrae per cigarette. 

• IftlfcetM "ter" below 0.5 ay. j nicotine bake* 0.05 wj. cr carbon erruti le 

below 0.5 ay. per cigarette. , 

— foe etatsi'WTt in tzert (EsacRiirg teal ©era firanftj. 'K 


PM3000762326 

Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD •* 

(IncaerU-cng OidtA c{ CflAioii koncxJjU.) £ 

TYPE ~. g 

*£.. £ 


CAMBRIDGE 


KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

CARLTON 


KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

CARLTON 100 


100MM; FILTER; (HARD PACK) 

1 

0.1 

* 

CARLTON 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

* 

* 

* 

NOW 


KING SIZE; FILTER; (HARD PACK) 

* 

* 

* 

NOW 100 


1Q0MM; FILTER; (HARD PACK) 

* 

0.1 

* 

CAMBRIDGE 


KING SIZE; FILTER 

1 

0.1 

1 

CARLTON 


'KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

KOOL ULTRA** 


KING SIZE; FILTER; MENTHOL 

2 

0.1 

1 

NOW 


KING SIZE; FILTER; MENTHOL 

1 

0.1 

1 

NOW 100 


100MM; FILTER; MENTHOL 

2 

0.2 

1 

BENSON & HEDGES 


REG SIZE; FILTER; (HARD PACK) 

1 

0.1 

2 

CARLTON 


KING SIZE; FILTER 

1 

0.1 

2 

KENT III 


KING SIZE; FILTER 

3 

0.3 

2 

NOW 


KING SIZE; FILTER * 

1 

0.1 

2 

NOW 100 


100MM; FILTER 

3. 

0.3 

2 

TRIUMPH 


KING SIZE; FILTER; MENTHOL 

3 

0.3 

2 

DORAL II 


KING SIZE; FILTER 

4 

0.4 

3 

DORAL II 


KING SIZE; FILTER; MENTHOL 

4 

0.4 

3 

KOOL ULTRA 100** 


100MM; FILTER; MENTHOL 

4 

0.4 

3 

TRIUMPH 


KING SIZE; FILTER 

3 

0.3 

3 

ICEBERG 100 


100MM; FILTER; MENTHOL 

4 

0.3 

4 

MERIT ULTRA LIGHTS 

100 

100MM; FILTER; MENTHOL 

4 

0.4 

4 

TAREYTON LIGHTS 


KING SIZE; FILTER 

4 

0.4 

4 

TRIUMPH 100 


100MM; FILTER; MENTHOL 

4 

0.4 

4 

TRUE 


KING SIZE; FILTER 

5 

0.4 

4 

BENSON & HEDGES ULTRA LIGHT 

100MM; FILTER; (HARD PACK) 

5 

0.4 

5 

BENSON •& HEDGES ULTRA LIGHT 

100MM; FILTER; MENTHOL; (HARD PACK) 

5 

0.4 

5 

CAMBRIDGE 100 


100MM; FILTER 

5 

0.4 

5 

CARLTON 120 


120MM; FILTER 

7 

0.6 

5 

CARLTON 120 


120MM; FILTER; MENTHOL 

7 

0.6 

5 

KENT III 100 


100MM; FILTER 

4 

0.4 

5 

MERIT ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

5 

MERIT ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

5 

TRIUMPH 100 


100MM; FILTER 

4 

0.4 

5 

TRUE 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

5 

CARLTON 100 


100MM; FILTER 

5 

0.4 

6 

CARLTON 100 


100MM; FILTER; MENTHOL 

5 

0.4 

6 

L i M LIGHTS 100 


100MM; FILTER 

8 

0.8 

6 

MERIT ULTRA LIGHTS 

100 

100MM; FILTER 

5 

0.4 

6 

SALEM ULTRA 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

6 

SALEM ULTRA 100 


100MM; FILTER; MENTHOL 

5 

0.4 

6 

VANTAGE ULTRA LIGHTS 

KING SIZE; FILTER 

5 

0.4 

6 


' ___ 

1 "Tar* - mllliurw* total particulate aattarr Uu nicotine and wtar par dyeretta. 

2 Riaotln* total aHtnloidt iwp c r tad in dlligrirsB par dgaxatta. 

2 Cartoon ftnCDC/V reported in «illigran* per cj.ijam.tf. 

• Inticata* ‘tar' below 0.5 ag.i nicotine below 0.05 aq. or carbon amrtd i 

below 0.5 Bg. par cigerwtte. _ ! 

t+* sm rt»taaant in text aaneaming JCoal Ultra brands. 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 


BRANDS OF 

DOMESTIC CIGARETTES TESTED BY FTC METHOD 




llncAtcuing 0\dtA o( Cobban UonciiAt] 



BRAND 


TYPE 


** 

NAME 



■ H 

§ 

• 5 

VANTAGE ULTRA LIGHTS 


KING SIZE; FILTER; MENTHOL 

5 

0.4 

VANTAGE ULTRA LIGHTS 

100 

100MM; FILTER 

5 

0.5 

WINSTON ULTRA LIGHTS 


KING SIZE; FILTER 

5 

0.4 

BELAIR iOQ 


10QMM; FILTER; MENTHOL 

8 

0.6 

BRIGHT 


KING SIZE; FILTER; MENTHOL 

6 

0.5 

BRIGHT 100 


100MM; FILTER; MENTHOL 

6 

0.5 

L & M LIGHTS 


KING SIZE; FILTER 

6 

0.7 

PALL MALL EXTRA LIGHT 


' KING SIZE; FILTER 

7 

0.6 

TAREYTON LONG LIGHTS 

100 

100MM; FILTER 

7 

0.6 

VANTAGE ULTRA LIGHTS 

100 

100MM; FILTER; MENTHOL 

5 

0.4 

VIRGINIA SLIMS LIGHTS 

100 

100MM; FILTER; (HARD PACK) 

8 

0.6 

WINSTON ULTRA LIGHTS 

100 

100MM; FILTER 

5 

0.5 

CAMEL LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.7 

KENT GOLDEN LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

MORE LIGHTS 100 


100MM; FILTER; (HARD PACK) 

8 

0.6 

MORE LIGHTS 100 . 


100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

NEWPORT LIGHTS 


KING SIZE; FILTER; MENTHOL 

8 

0.7 

SILVA THINS 100 


100MM; FILTER; MENTHOL 

11 

0.9 

TRUE 100 


100MM; FILTER 

8 

0.6 

TRUE 100 


100MM; FILTER; MENTHOL 

7 

0.6 

VIRGINIA SLIMS LIGHTS 

100 

1QQMM; FILTER; MENTHOL; (HARD PACK) 

8 

0.6 

BELAIR 


KING SIZE; FILTER; MENTHOL 

10 

0.7 

EVE LIGHTS 100 


100MM; FILTER 

12 

0.9 

EVE LIGHTS 100 


100MM; FILTER; MENTHOL 

12 

0.9 

KENT GOLDEN LIGHTS 


KING SIZE; FILTER 

9 

0.8 

KENT GOLDEN LIGHTS 100 

100MM; FILTER; MENTHOL 

9 

0.8 

KOOL LIGHTS 

* 

KING SIZE; FILTER; MENTHOL 

8 

0.7 

KOOL LIGHTS 100 


100MM; FILTER; MENTHOL 

9 

0.7 

MERIT 


KING SIZE; FILTER 

8 

0.5 

NEWPORT LIGHTS 


KING SIZE;FIL;MENTHOL; (HARD PACK) 

9 

0.7 

PALL MALL LIGHT 100 


100MM; FILTER 

9 

0.7 

PARLIAMENT LIGHTS 


KING SIZE; FILTER; (HARD PACK) 

9 

0.6 

PARLIAMENT LIGHTS 


KING SIZE; FILTER 

9 

0.6 

RALEIGH LIGHTS 100 


100MM; FILTER 

• 9 

0.7 

SALEM SLIM LIGHTS 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

8 

0.7 

SILVA THINS 100 


100MM; FILTER 

11 

0.9 

WINSTON LIGHTS 


KING SIZE; FILTER 

8 

0.7 

BENSON & HEDGES LIGHTS 100 

1Q0MM; FILTER; MENTHOL 

10 

0.7 

CAMEL LIGHTS 


KING SIZE; FILTER 

8 

0.7 

KENT 


KING SIZE; FILTER 

12 

0.9 

KENT GOLDEN LIGHTS 100 

100MM; FILTER 

9 

0.8 

LUCKY STRIKE 


KING SIZE; FILTER; (HARD PACK) 

11 

0.8 

LUCKY STRIKE 

% 

KING SIZE; FILTER 

10 

0.8 


6 

6 

6 

7 

7 

7 

7 

7 

7 

7 

7 

7 

8 
8 
6 
8 
8 
8 
8 
8 
8 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 


.... • - .. - • ‘ m _ - 

1 -ttr* - KdllLgr OT total particular Bat-tar Imi niootin* awJ «*tar par d^ariatta.- 

2 Hiootina total alkalaida raporiad in milligrar* par dgarwtta. 1 

2 Carton Hnoade rapcxTad in Billiflr*'* p*r eig*r»tta. 

• iwlioata* 'ux‘ bale* 0.5 w?.i Rieotina bale* 0.05 ag. or aaz£an wrre rirta 

bale* 0.5 *g. par cigaratta. 

**_fm rtMimmnt in tan ooncarting tool Ultra trend*. ....) 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
. (lacAbU-ing CajUa o{ Catix?* UonetMt] 

BRAND TYPE 


K 


NAME 



i 

5 

if 

LUCKY STRIKE 100 

100MM; FILTER 

li 

0.9 

10 

MERIT 

KING SIZE; FILTER; MENTHOL 

8 

0.5 

10 

MULTIFILTER 

KING SIZE; FILTER 

12 

0.8 

10 

MULTIFILTER 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

10 

NEWPORT LIGHTS 100 

100MM; FILTER; MENTHOL 

10 

0.8 

10 

OLD GOLD LIGHTS 

KING SIZE; FILTER 

9 

0.8 

10 

RALEIGH LIGHTS 

KING SIZE; FILTER 

10 

0.8 

10 

SATIN 100 

100MM; FILTER; MENTHOL 

9 

0.8 

10 

VICEROY RICH LIGHTS 

KING SIZE; FILTER 

10 

0.7 

10 

BENSON L HEDGES 

KING SIZE; FILTER; (HARD PACK) 

15 

1.1 

11 

BENSON L HEDGES LIGHTS 

100 100MM; FILTER 

10 

0.7 

11 

CENTURY LIGHTS 

KING SIZE; FILTER 

9 

0.7 

11 

CHESTERFIELD 

REG SIZE; NON-FILTER 

19 

1.2 

11 

ENGLISH OVALS 

REG SIZE; NON-FILTER; (HARD PACK) 

23 

1.8 

11 

EVE LIGHTS 120 

120MM; FILTER; '(HARD PACK) 

14 

1.1 

11 

EVE LIGHTS 120 

120MM; FILTER; MENTHOL; (HARD PACK) 

14* 

1.1 

11 

KENT 

KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

11 

KENT 100 

100MM; FILTER 

13 

1.0 

11 

KOOL MILDS 

KING SIZE; FILTER; MENTHOL 

10 

0.7 

11 

MARLBORO LIGHTS 

KING SIZE; FILTER; (HARD PACK) 

10 

0.7 

11 

MARLBORO LIGHTS 

KING SIZE; FILTER 

10 

0.7 

11 

MARLBORO LIGHTS 100 

100MM; FILTER * 

10 

0.7 

11 

MERIT 100 

100MM; FILTER; MENTHOL 

9 

0.7 

1.1 

PALL MALL LIGHT 100 

100MM; FILTER; MENTHOL 

12 

1,0 

li 

PARLIAMENT LIGHTS 100 

100MM; FILTER 

12 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; (HARD PACK) 

12 

0.8 

11 

PLAYERS 

KING SIZE; FILTER; MENTHOL 

12 

0.8 

11 

PLAYERS 100 

100MM; FILTER; MENTHOL; (HARD PACK) 

13 

0.9 

11 

SALEM LIGHTS 

KING SIZE; FILTER; MENTHOL 

9 

0.7 

11 

SALEM LIGHTS 100 

100MM; FILTER; MENTHOL 

9 

0.7 

11 

SATIN 100 

lOOMM; FILTER 

10 

0.9 

11 

VANTAGE 100 

100MM; FILTER 

9 

0.7 

11 

VANTAGE 100 

100MM; FILTER; MENTHOL 

9 

0,7 

11 

VICEROY RICH LIGHTS 100 

100MM; FILTER 

11 

0.8 

11 

DORADO 

KING SIZE; FILTER 

13 

0.9 

12 

KOOL MILDS 100 

100MM; FILTER; MENTHOL 

11 

0.B 

12 

LARK LIGHTS 

KING SIZE; FILTER 

13 

0.9 

12 

MERIT 100 

1GQMM; FILTER 

10 

0.7 

12 

PHILIP MORRIS 

REG SIZE; NON-FILTER 

21 

1.2 

12 

PICAYUNE 

REG SIZE; NON-FILTER 

16 

1.0 

12 

PLAYERS 100 

100MM; FILTER; (HARD PACK) 

13 

0.9 

12 

VANTAGE 

KING SIZE; FILTER 

10 

0.7 

12 

VANTAGE 

* 

KING SIZE; FILTER; MENTHOL 

9 

0.7 

12 


1 "ier* - «Uligren» total particulate nettex laaa nicotine and water par cig arette ." 

2 Ricotir* total elXa^oldt reps tad in edlligrae par cigarette. i 

3 carbon Htnoxxde reported in nilligms per cigarette. j 

;• Indroetae "t*r* belxv 0.5 ng.f nicotine below O.CS eg. or oerbon ecraride ■ 

balcw 0.5 eg, per cigarette. j 

** Smm »tatm*nt in text csMtmlng fed Ott* Lrmb. j 
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TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 



W| 

BRAND 

NAME 

VIRGINIA SLIMS 100 

OKdtA of CoaAox HoncjUA c) 

TYPE 

100MM; FILTER 

td 

-e 

14 

St 

& 

0.9 

tv O 

12 

CAMEL 


REG SIZE; NON-FILTER 

21 

1.4 

13 

CHESTERFIELD 


KING SIZE; NON-FILTER 

22 

1.5 

13 

GALAXY 


KING SIZE;. FILTER 

14 

0.9 

13 

L & M 


KING SIZE; FILTER; (HARD PACK) 

13 

0.9 

13 

L £< M 


KING SIZE; FILTER 

13 

0.9 

13 

L & M 100 


100MM; FILTER 

14 

1.0 

13 

LARK 


'KING SIZE; FILTER 

14 

0.9 

13 

LARK LIGHTS 100 


100MM; FILTER 

13 

1.0 

13 

NEWPORT RED 


KING SIZE; FILTER; (HARD PACK) 

12 

0.9 

13 

RICHLAND 


KING SIZE; FILTER 

16 

1.1 

13 

RICHLAND 


KING SIZE; FILTER; MENTHOL 

15 

1.0 13 

SARATOGA 120 


120MM; FILTER; (HARD PACK) 

14 

0.9 

13 

SARATOGA 120 


120MM; FILTER; MENTHOL; (HARD PACK) 

14 

0.9 

13 

ST. MORITZ 100 


100MM; FILTER 

14 

1.1 

13 

ST. MORITZ 100 


100MM; FILTER; MENTHOL 

14 

1.1 

13 

VIRGINIA SLIMS 100 


100MM; FILTER; MENTHOL 

14 

0.9 

13 

WINSTON LIGHTS 100 


10QMM; FILTER 

11 

0.8 

13 

ALPINE 


KING SIZE; FILTER; MENTHOL 

16 

0.9 

14 

CAMEL* 


KING SIZE; FILTER 

16 

1.1 

14 

CAMEL LIGHTS 100 


100MM; FILTER 

11 

0.8 

14 

ENGLISH OVALS 


KING SIZE; NON-FILTER; (HARD PACK) 

28 

2.1 

14 

KENT 100 


100MM; FILTER; MENTHOL 

15 

1.2 

14 

KOOL 


REG SIZE; NON-FILTER; MENTHOL 

20 

1.2 

14 

KOOL 


KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 


KING SIZE; FILTER (HARD PACK) 

16 

1.0 

14 

MARLBORO 


KING SIZE; FILTER; MENTHOL 

16 

1.0 

14 

MARLBORO 100 


100MM; FILTER; (HARD PACK) 

16 

1.0 

14 

PHILIP MORRIS COMMANDER 

KING SIZE; NON-FILTER 

26 

1.6 

14 

TAREYTON 


KING SIZE; FILTER 

13 

0.9 

14 

WINSTON 


KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

14 

WINSTON INTERNATIONAL 

100 

10QMM; FILTER; (HARD PACK) 

16 

1.1 

14 

BENSON & HEDGES 100 


100MM; FILTER; (HARD PACK) 

16 

1.0 

15 

BENSON & HEDGES 100 


100MM; FILTER; MENTHOL; (HARD PACK) 

16 

1.0 

15 

BENSON fc HEDGES 100 


100MM; FILTER 

16 

1.0 

15 

BENSON L HEDGES 100 


100MM; FILTER; MENTHOL 

16 

1.0 

15 

CAMEL 


KING SIZE; FILTER; (HARD PACK) 

16 

1.1 

15 

KOOL 


KING SIZE;FIL;MENTHOL;(HARD PACK) 

16 

1.1 

15 

KOOL SUPER LONGS 100 


100MM; FILTER; MENTHOL 

14 

0.9 

15 

LARK 100 


100MM; FILTER 

15 

1.0 

15 

MARLBORO 


KING SIZE; FILTER 

16 

1.0 

15 

MARLBORO 100 


100MM; FILTER 

16 

1.0 

15 

MONTCLAIR 

\ 

KING SIZE; FILTER; MENTHOL 

15 

1.0 

15 


t 

1 *T«r* - adlUgrm total particulate ee tter lau nicotine and weter per clgarvtta.' 

2 nicotine total elXelotde reperted in eUliijnas* par ciyjerette. . 

.3 Carton Hancsdde reported in adillgram par Hymw.. | 

* Indicate* ■bar*' bain* 0.5 ay. t nicotine below 0.05 mq. car carta; aarodda 

below 0.5 My. per cigarette. ] 

M See eta tenant in text o a aoa a ung tool Qltre trend*. j 
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BRAND 

NAME 


TAR NICOTINE AND CO CONTENT OF TWO HUNDRED SEVEN 
BRANDS OF DOMESTIC CIGARETTES TESTED BY FTC METHOD 
llHCUJuixs OjuIia e{ Cvibon Uonoxidt) 

' TYPE 



NEWPORT • 

NEWPORT RED 
PALL MALL 
PALL MALL 100 
PLAYERS 
SALEM 100 
TAREYTON 100 
WINSTON 
CENTURY 

HERBERT TAREYTON 
LUCKY STRIKE 
PALL MALL 

PHILIP MORRIS INTERNATIONAL 


KING SIZE;FIL;MENTHOL; {HARD PACK) 
KING SIZE; FILTER 
KING SIZE; NON-FILTER 
100MM; FILTER 

REG SIZE; NON-FILTER; (HARD PACK) 

1Q0MM; FILTER; MENTHOL 

100MM; FILTER 

KING SIZE; FILTER 

KING SIZE; FILTER 

KING SIZE; NON-FILTER 

REG SIZE; NON-FILTER 

KING SIZE; FILTER 

100MM; FILTER (HARD PACK) 


PHILIP MORRIS INTERNATION 

RALEIGH 

RALEIGH 

SPRING 100 

VICEROY 

VICEROY SUPER LONG 100 

WINSTON 100 

HALF & HALF 

MAX 120 

MAX 120 

NEWPORT 

OLD GOLD STRAIGHT 
RALEIGH 100 
TALL 120 
OLD GOLD FILTER 
SALEM ' 

MORE 120 

TALL 120 

MORE 120 

NEWPORT 100 

OLD GOLD FILTER 100 


AL 10GMM; FILTER; MENTHOL; (HARD PACK) 
KING SIZE; NON-FILTER 
KING SIZE; FILTER 
100MM; FILTER; MENTHOL 
KING SIZE; FILTER 
100MM; FILTER 
100MM; FILTER 
KING SIZE; FILTER 
120MM; FILTER 
120MM; FILTER; MENTHOL 
KING SIZE; FILTER; MENTHOL 
KING SIZE; NON-FILTER 
100MM; FILTER 
120MM; FILTER; MENTHOL 
KING SIZE; FILTER 
KING SIZE; FILTER; MENTHOL 
120MM; FILTER; MENTHOL 
120MM; FILTER 
120MM; FILTER 
100MM; FILTER; MENTHOL 
100MM; FILTER 


BULL DURHAM 


KING SIZE; FILTER 


16 

1 

.1 

15 

14 

1 

.0 

15 

23 

1 

.3 

15 

15 

1 

.1 

15 

25 

1 

.9 

15 

16 

1, 

.2 

15 

13 

0 

.9 

15 

16 

1 , 

.1 

15 

14 

0 

.9 

16 

24 

1 , 

.5 

16 

23 

1 . 

.4 

16 

17 

1 . 

.1 

16 

17 

1 . 

.1 

16 

17 

1 . 

,1 

16 

25 

1 , 

.4 

16 

15 

0. 

,9 

16 

19 

1 . 

,1 

16 

16 

0 , 

.9 

16 

14 

0. 

.9 

16 

17 

1, 

,2 

16 

18 

1 . 

.3 

17 

18 

1, 

,4 

17 

19 

1 . 

,4 

17 

17 

1 . 

,2 

17 

26 

1 . 

6 

17 

16 

1 . 

,0 

17 

17 

1 . 

,3 

17 

17 

1 . 

,3 

18 

16 

1, 

,1 

18 

16 

1 . 

,2 

19 

20 

1 , 

.5 

19 

17 

1, 

,2 

20 

19 

1 . 

,5 

20 

20 

1 . 

,5 

20 

28 

1 . 

.8 

23 


1 "Ikr* - milligram* total particulate witter 1*** nicotlna and water par cigarette.) 

2 Nicotine total alkaloid* report wA in ei-UUgren* per cigarette. 

3 Carter Maxwixle repcc-tad in mrUgret* par cigarette. -j 

a ZnUbates "tar" below 0.5 Bj.) nlootixe belo w 0.03 eg. oc carton eo n oa cide 

below 0.5 eg. per cigarette. ! 

** fee atetanent in text ccnceming tool Ultra bre a d* ■ i 
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Source: https://www.industrydocuments.ucsf.edu/docs/hhbl0001 





